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ERRCR  CODES 


3331 


DUPLICATE  S EECIIlCATICli  CE  AAAA  OPIION 


Cause 


Action 


#3tt  II 


- An  INDE3  KEiSCRD  statenent  has  specified  more  than 
one  naae  deiinicg  the  sane  function  (e.g.  , dictionary, 
e tc  . ) . 

- Check  tte  SCE/T2E  atd  index  statescnts  tc  sake  sure 
everything  was  defined  correctly. 

NCTE:  Refer  tc  paragraph  j.  5 (Index 
Mairtenance  Messages)  fcr  3411  messages 
encountered  while  using  the  Index 
Sped  1 icat i cr  utility. 


There  is  one  ABEND  in  Index  Specification  - Cede  9. 
This  occurs  only  under  extremely  severe  error  conditiens. 
Consult  the  system  prcgrainer. 


2.6  Pile  Revision  Ccntrcl  Card  Edit  Messages 

Error  messages  immediately  follow  the  prirtcut  cf  an 
erroneous  control  card  and  indicate  the  type  ct  errer  that 
was  encountered  ir  the  ccntrcl  card.  If  no  errors  are 
detected  during  editing,  a confirmation  message  is  printed. 


1000 

Cause 

Action 


NC  BIGHT  EAEEE  2ETEB  LEFT  PAREN. 

Unbalanced  parenthesis  ic  a ccntrcl  statement. 
Correct  the  errcnecus  card  and  resubmit  the  job. 


1001 

Ca  use 
Ac  tion 


NC  LEFT  EAFIN  EEFCBE  FK-El  PAFEN. 

- Unbalanced  parenthesis  in  a ccntrcl  statement. 

- Correct  the  erroneous  card  and  resutmit  the  job. 


1002 

Cause 


TERM  EXCEEDS  16  CHAR  MAX. 

- Illegal  parameter  cr  eperand  in  a ccntrol 
statement. 
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BHHCR  CCDES 


ictioa  - Correct  the  card  and  rcsutait  the  ^cb. 

1003  NO  FILE  NAfJE  SPECIFIED. 

Cause  - The  OIDFILE  ci  FILE  paraneter  was  ciitted  in  the 
contrcl  deck. 

Action  - Specify  the  file  taae  csicg  the  CLEFILE  or  FILE 
paraaeter  and  resubait  the  jcb. 

100U  FIELD  irjjrn  SCT  FCOSD  IN  OLE  FFT. 

Cause  - Either  the  cser  putched  a field  nase  in  his 

field  change  inforaaticn  that  did  cct  exist  in 
the  cld  FFT,  cr  he  has  extraneous  inforaation 
punched  in  his  control  deck  that  IS  interpreted 
as  field  na  le  charge  irfciaation. 

Action  - Correct  the  FR  input  deck  and  resutait  the  job. 


2.7  File  Revision  Processing  Error  Messages 

These  aessages  are  indicative  of  processing  errors  that 
cause  the  File  Revisicn  piccraa  tc  teraicate. 

2000  ERROR  DDRING  'CRT  - CAllEE  FBCH  BCCTINE  FBSOP. 

Cause  - This  aessage  will  occur  if  Systea/360  CS  sort 
returns  a ccnditicc  cede  indicating  an  error 
was  encountered  while  perferaing  the  sort. 

Action  “ Try  job.  If  error  persists,  contact  systea 
progr aaaer. 

2001  INVAIID  BABE  CRINGE. 

Cause  - This  lessage  Icllcts  ar  ertry  in  the  EFT  coaparison 
list.  It  indicates  that  a field  rase  change 
request  could  not  be  processed  because  the  new 
field  naae  cccld  net  be  feund  in  the  new  FFT. 
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BRRCa  CCDES 


Action  - Correct  the  errcrecus  field  change  infcroation 
and  resubait  the  cun. 

2002  ILLEGAL  MODE  CHANGE  TC/PFCM  CCOBC. 

Cause  - The  user  atteafted  tc  charge  a coordinate  field  to 
a binary  or  deciaal  field  or  to  chcnge  a 
binary  or  decinal  field  tc  a coordinate 
field.  These  changes  sre  illogical. 

Action  - Correct  the  new  EFT  and  restrccture  the  new  file, 
or  correct  the  field  change  card  that  caused  the 
error,  and  rerun  the  jet. 

200  3 COHE  NOT  AVAILABIE. 

Cause  - The  File  Reiisicn  frograa  could  nef  obtain 

sufficient  core  space  for  one  of  its  internal 
tables . 

Action  - Rerun  the  job  in  a larger  partition  or  region. 

2004  ILLEGhL  RETDEN  CCCE. 

Cause  - This  is  indicative  cf  a peegraa  error. 

Action  - See  the  systea  prcccaiaec. 

2005  I/O  EEFCR  - 'EILI  NAME*. 

Cause  - This  nessage  indicates  that  an  I/O  error 

occurred  when  reading  cr  writing  the  indicated 
file. 

Action  - Resubiit  the  job.  If  error  persists,  see 
s}steB  prcgiasaer. 

2006  FIELD  CHANC-I  CAOSIS  SET  MERGE. 

Cause  - FB  detected  that  changes  in  field  set  nusbers 

cause  data  frea  two  sets  tc  be  neved  to  one  set. 

FB  cannot  Icgically  revise  the  file.  This 
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EPHOR  CO  EES 


situation  cculd  result  fico  the  structure  of  the 
new  PET,  or  from  field  naie  change  requests. 

Action  - Correct  the  situaticn  acd  resubmit  the  jet.  If 

the  user  cat  logically  ccrnect  the  sets,  he  should 
run  PE  in  the  SC-GC  mode,  punch  the  generated 
statesents  and  adjust  them,  as  required,  to  perform 
the  desired  revision, 

2007  THO  OIE  FIEIES  fiCVED  TC  OHE  ElELC, 


Cause  - The  user  has  specified  a field  name  change,  with 
a new  name  that  exists  in  both  files. 


Ac  tion 


2008 


Correct  either  the  new  III  or  the  field  name 
change  infcimaticr,  and  resubmit  the  jcb. 

NC  HAJOB  CTl  ILC  HITAIESD, 


Ca  use 


Action 


2009 


The  user  has  deleted  all  sajer  control 
fields.  This  may  happen  if  control  fields 
are  renamed  in  new  EE?  and  field  case  change 
cards  have  ret  beet  provided. 

Correct  PR  input  deck  or  tew  PPT  and  resubmit 
the  jcb, 

ILLEGAL  MBRGE-PITED  TC  FEE  SET. 


Cause 


Action  - 


201  0 


Ca  use 


ER  detected  that  a charge  in  a field  set 

number  would  cause  data  from  the 

fixed  set  to  be  moved  tc  a periodic  set. 

FB  cannot  logically  revise  the  file. 

Correct  the  situation  and  resubmit  the 
job  , 

FB  EilEEE  COI  TC  ft  LS  CCHFILE  ERBOBS. 

FB  detected  that  EH  encountered  cne  cr  mere  compila- 
tion errors  during  library  actions  being  performed 
on  EB  generated  logic  statements. 


( 
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Action  - Consult  systsi  prcgraaaec. 

2011  NO  LOGIC  SIAIEHENIS  TC  3E  CCSEIIEC 

Cause  - PP  did  not  generate  any  logic  statesents  to  be  passed 
tc  FM  . 

Action  - Consult  systea  prograaier. 

2.8  File  Revision  Advisory  messages 

**8UN  CANCELLED  BECIUSS  Cl  fllLE  CEASGE  EHPOES** 

Cause  - This  advisciy  aessage  is  printed  jest  prior  to 
teriination.  Specific  field  chance  errors  are 
identified  ty  individual  aessages. 

Action  - Correct  errors  noted  by  each  aessage  and  resubmit 
the  job. 

**NO  ERRORS  CETECTSD  IN  INPDT  CABDS*< 

Cause  - flessace  ccnfiiss  ccrrecticns  of  control  deck. 

Action  - No  action  required. 

♦*NO  GO  OPTIONS  SPECIPIED-PB  RCN  TEREISATED** 

Cause  - Self-explanatory. 

Action  - No  action  required. 


E9RCP  CODES 


Section  3 


Fill  EAINTINAHCE 
2FRCH  CCEES 


A nunerical  listing  cf  all  ericr  cedes  and  messages 
catfut  froB  the  File  Maintenance  (IM)  pregraa  is  contained 
in  this  section.  Each  ecict  nessage  is  folic  ted  by  the 
cause  cf  the  error  and  the  appropriate  action  tc  te  taken  to 
correct  the  error  ccnditicn.  If  the  file  being  aaintained 
is  indexed,  the  errer  codes  listed  in  3.5,  Index  Maintenance 
Errors,  are  applicable. 

3.1  PM  Edit  cin  d Library  Action  Errors 


10000 


ABSCEtAL  TEIPlsmCN  Cl  PIN  COE  TC  EISSIN3  CP 
INVALID  CCNTECl  CiEL. 


Cause 


Action 


10001 

Cause 


Action 


Either  the  ESS  ccntrol  card  contained  errors, 
or  the  control  card  was  not  the  first  card  in 
the  input  stream. 

Correct,  or  include,  the  card  as  the  first 
card  in  the  input  streaa  and  rerun  the  job. 

THE  STATEMENT  CCNTAISS  AN  ILIEGAI  FILE  NAME. 

The  name  of  the  file  dees  net  confers  to 
systes  standards  fer  data  file  naae.  Naaes 
■ ust  contain  froB  one  tc  seven  characters  with 
nc  special  characters;  the  first  character 
Bust  te  alplatetic. 

Correct  the  rate  tc  conform  to  systea 
standards  and  rerun  the  jcb. 


4£ 


CH-1 


EBPCS  CO  EES 


Cause 
Action  - 

51005 

Ca  u se 

Action  - 

51006 
Cause 

Action  - 


510C8 

Cause 

Action  - 

51501 


The  fixed  set  had  not  teen  created. 

Create  the  fixed  set  before  atteipting  direct 
subset  updatitg  ce  the  leccrd. 

TOO  MANY  RABGE  lEA  hSACTICSS;  BOS  TEPtIbATEC. 

Core  than  05  ranee  transactions  were 

processed. 

Break  the  tin  icte  twe  ci  acre  PC  runs. 

DUPLICATE  SEBEET  GENEEATEC  BY  MCS. 

The  user  attempted  to  charge  the  ccctrcl  field 
of  an  existitg  subset  such  that  it  would 
become  a duplicate. 

The  existing  subset  ccttrcl  field  is  left 
unchanged.  Atj  cthei  fields  in  that  subset 
which  were  chanced  will  remain  changed.  The 
subset  whese  ccntrcl  fields  matched  the 
duplicate  is  unchanged.  Correct  the 

transaction  and  resubmit  the  job. 

DUPLICATE  SUBSET  GENEEAIED  BY  MCS 

The  user  attempted  to  charge  the  ccntrcl  field 
or  a new  setset  such  that  it  would  become  a 
dup  licate. 

The  new  subset  is  deleted.  The  schset  whese 

ccntrcl  field  latched  the  duplicate  is 

unchanged.  Correct  the  transacticn  and 
resufflit  the  jcb  . 

KEYHOED  FIEID  NNN  CEMEEP  bCT  IN  IIEHAEY  - Z 


HHEEE 

ID; 

KNN 

TS  TEE  FIILE  IE  AN  C ? 

: IS  A MEMBER 

1 - 

Scan 

Juhrout ine 

2 - 

Step 

Werd  Table 

3 - 

Dictionary 
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SRHCR  CCCES 


I 


.i 


► 


Cause 

Action 

515C3 


Ca  use 
Action 

515  05 

Cans  6 
Action 
#51506 

Ca  use 

Ac  tion 

515C7 

Cause 
Ac  tion 

51509 


Self-ex pi an atcry. 

See  the  systen  prograsaer;  use  CTHDTSFC  to 
delete  anc  add  the  field  indei  foe  peeper 
index  data  laieteeacce. 

KEYhORD  FIEID  NKN  BSSEEI  LCAD  filLOBE  - X 
HHEFE  NMN  IS  TtB  FlILE  IE  ANC  ▼ IS  A MEaBEH 
ID: 


1 - Scan  Euhroutine 

2 - Stop  Seed  Tatle 

3 - Dicticcaiy 

Sel f- explan  ator y . 

See  tie  systei  picgranaer;  use  DINDXSPC  to 
delete  and  add  the  field  index  for  proper 
index  data  set  maintenance. 

INSDFflCIIKT  CCEE  EOS  SOEBOUTINE. 

Self-  explanatcr  ). 

See  tke  systei  prcgraaiei. 

AITERET  TC  CCAVEEI  INVILIE  CCCHC  CITA. 

Invalid  coordinate  data  was  supplied  tc  a 
ccapaie  icstrccticr. 

Hake  sure  data,  mode  of  data,  and  address  of 
data  is  correct.  If  errer  persists,  see 
systeis  prccraiier. 

SOBROCTINE  BOI  PCCED  lA  IIBPABY. 

Self-explan  atcry. 

Add  subroutine  to  library  and  resubait  the 
affected  transact  lets . 

INVALID  SOBEOCIINE  CCltCI  PCB  'TEI*  'VAI',  AND 
•GEK*  INSTECCTICNS.  LCG  WAS  SPECIEIED. 
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ERROR  CODES 


Ca  use 
Action  - 


Sel f- explan  atory . 

Since  the  instruction  specified  tte 
action,  nc  acticn  is  needed. 


legging 


( 


74.1 
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BBSCS  CCCES 

I 

Action  - Determine  proper  operand  format  anc  re-enter. 


CP  COHHANC  UNSOCCESSFOL 

Cause  - A requested  CP  CCXSASD  BAf  ISSUED  EK  NIPS  TP, 
however,  the  ccamatd  was  net  executed 
successfullj  ty  the  CP/67. 

Action  - Deternine  cause  fer  unsuccessful  eaecuticn  and 
reenter. 


CP  CCKMSNE  EXECUTED 

Cause  - A request  to  issue  a CP/67  ccamand  was 
processed  successfully. 

Action  - Ncne. 


INVALID  CP  COMMAND 

Cause  - A request  was  made  to  issue  an  invalid  CP 
command. 

Action  - Deteraine  prefer  femat  ard  reenter. 

€.2  QUIP  Errcr  Messaces 

QUIP  errcr  messages  consist  cf  two  categories  of 
messages  as  follows: 


6.2.1  QUIP  Errcr  Diagnostic  Eessaces 

Quick  Inquiry  Prccesscr  (QUIP)  errcr  diagnostic  messages 
are  displayed  in  the  following  format: 

S C L tIA  GNOSTICS 

sss  ccc  1 Message 

Message  cett'd 


EPROR  COCES 


where  £ss  = the  source  stateaent  (input  line) 

nnsber. 

ccc  = points  tc  the  high-ctder  character 

pcsiticn  cf  the  tera  in  error  or  to  an 
operator  with  invalic  operands. 

1 = the  error  level  code  which  is 
interpreted  as  follows: 

ft,-  advisory  aessage 

1-  warning,  default  assumed, 

f will  execute 

2-  ainor  error,  error  scan  will 
continue,  gueri  will  not  be 
executed 

«-  major  error,  will  attempt  to 

continue  error  seen,  query  will 
not  be  executed 

e*  terminal  error,  serious  error 
which  will  cause  run  tc  be 
terminated. 

The  error  messages  are,  in  general,  self-explanatory. 

Cause  and  corrective  action  are  iaplied.  Selective  messages 
have  further  explanatict  cf  the  use  cf  statement  and 
character  number  pointers. 

Error  Diagnostic  Messages  are  as  fellows: 

000  IHVALIt  CKIBICTIB  IN  INEDT  STREAM 

IGNCBEI. 


001  COIF  «iS  ONAELE  TO  ALLOCATE  A DYNAMIC 

ECRATCE  DATA  EST  (SEE  NOTE). 


ERRC3  CODES 


IH18  PAOB  IS  best  QUALITY  mCTIC^ 
j3j0iU  COPY  7UB®^SHBD  TO 


209 

INVAIII  IIILE  NAME  - KEYMOBC  EIELCNAMES 
MOST  BE  DEFINED  AS  KEYWCEC  INDEXED 
FIELDS. 

210 

SYNTAX  ERROR  - UNBALANCED  PARENTHESIS. 

211 

SiNTAX  ERROR  - INEAIID  CFEBATCF,  INCIUDES 
IS  CHY  LEGAL  OPERATOR  FOR  KEYWORD 

STA TEHENT. 

212 

SYNTAX  ERROR  - DATA  VALDE  CF  FEYMCRD 
STATEMENT  NCT  S EL F- D EF IN ING  TERM  OR 
LITSRA 1. 

213 

ILLEGAI  KEYWORD  SIATEMEKT.  EITHER  KCRE 
THAN  CNF  KEYWORD  STATEMENT  IS  PRESENT  OR 
IT  IS  AFTER  THE  IF  STATEMENT. 

21U 

INVALID  OPERATOR  - FIELD  NAME 
COMBINATION.  CONTAINS  NOT  ALLOWED  ON 
NUMERIC  FIELDS. 

i21  5 

INVALID  SYNTAX  - USER  DEFINED  SUM  LENGTH 
INVALID. 

#216 

INVALID  FILE  ACCESS  - USER  DOES  NCT  HAVE 
tFCEEB  AOTEOEITY  TO  ACCESS  FILE.  QUIP 
TERMINATED . 

#217 

CET  BSC  C-ENEFATED  EY  VALIDATICN  RCOTINE. 
HSG  SAVED  IN  TCT  AE<4/AFA  BY  IET20C. 

#21  8 

INVAIII  FARE  - TEE  NAME  FOR  TEE  SUBFILE 
IS  NOT  A VALID  NIIS  FAME. 

#219 

ALLCCATICF  ERROR  - ALLOCATION  CF  THE 
SOEFILI  DATA  SET  WAS  NOT  SUCCESSFUL. 

220 

THE  SECONDARY  INDEXING  FEATURE  OF 

RETRIEVAL  WILL  EE  BYPASSED.  THE  REASON 
CODE  IS  IFINTID  IN  TEE  STATEMENT  NUMBER 
COLUMN  . 
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Codes  are: 


Th 
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e are  no  Ind 
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Field 
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cr if ter 

Re 
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ids  in  the  £ 

ile 

even 
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ngh  the 

fi 

le 

E-record  in 

cicat  es 

t le 

file 

is 

i 

rdexed.  Ihi 

£ i 

£ a s 

j £te 

m error. 

Th 

er 

e is  no  cere 

a vailab 

le  f 

or  the 

Se 

CO 

ndary  Indexi 

ng 

work 

area 

. Increase 

th 

e 

tegicr  sixe. 

#221 

EATA  SET  KCT  ECtNC  - TEE  REQUESTED 

SUEFILI  CCULE  NOT  EE  LOCATED. 

#222 

DUPLICATE  SUEFILE  NAME  - THE  NAME 

SPECIFIED  FCR  THE  SUBFILE  HAS  AIEEADY 
EEEN  ASSIGNEE. 

#223 

INVALID  USE  OF  CEEEATCR  - ONLY  ONE 

SUBFILE  CEEBAICB  IS  AlLOiEE  IN  A QUERY. 

#22a 

INVALII  EEQCEST  - ‘SCEFIIE*  EE  STATEMENT 
ACT  FCDNE. 

#225 

INVALID  USE  CF  CIEEATOP  - THE  SEEFILE 
OPERATOR  NAS  USED  iilTHOUT  A HETFIEVAL 
TYEE  CIEfITCE  IN  TEI  QUERY. 

#22  6 

TERMINAL  ID  VICIATICN  - TEE  SUBFILE 

CANNOT  BE  ACCESSED  FECM  THIS  lERMIKAL. 

#22  7 

EAE  CALL  TC  INSTILLATION  VALIDATION 

SUERCDTISE. 

#22  8 

INVALID  CCCREINATE  OVERLAP  - POINT  TO 
POINT,  LIKE  TO  ICIST,  AND  ECINT  TC  LINE 
COHFABISCNS  ILLEGAL  HITK  OVP  CPERAIOR. 

229 

SYSTEM  LIMITS  E7CEEDED  - TEE  MAXIMUM 
NUMBER  CF  FUNCTICK  AFGUMENTS  HAS  EEEN 
E7CESEIE. 
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i .. 


E?iRCa  CCD2S 


ZHXI  PACtt  IS  BKT  QUALITY  PRACTICABLE 
raOU  COPY  JURtUSHED  TO  " 

I 


2 30 

INVALID  REQUEST  - THE  FUNCTION  ARGUMENT 
MAY  NOT  BE  FROM  IHE  'SOFTKEY'  OB  THE 
FESULT  Cl  A 'CCMEUTE'  OPERATOB. 

231 

SYNTAX  EFFCF  - INVALID  FUNCTION  PARAMETER 
LIST  EKTEY. 

232 

SYNTAX  ERHCE  - A MAJOR  S YITAX  EFBOS 
CCCUFEID  IN  TFE  FUNCTION  PARAMETER 

STRING  . 

233 

EUNCTICS  NOT  LCCATIC  - TEE  EECOESTSD 
FUSCTICN  CAN  NOT  IE  LOCATED. 

23U 

INVALID  USE  OF  CCCEDINATE  LITERAL  - THE 
FIELD  AGAINST  «HICH  THE  LITEEAL  IS  TO  BE 
CCKFAEED  MUST  EE  EITEER  A LATITUDE  OH  A 
LONGITtDE. 

235 

liAHNING  - CEJECI  IS  LONGER  THAN  BINARY 
FIELD  AGAINST  WHICE  IT  IS  TO  EE  COMPARED. 
CONVERSION  CF  CEJECT  TC  TNTIFNAl  ECBMAT 
HAS  PIRCITTED  RETRIEVAL  TO  PROCEED 
NORMALLY . 

236 

ViARNIKC-  - lEAEING  ZEROS  OH  ALCEERAIC  SIGN 
CAUSED  INFCT  IITEFAI  TC  EXCEEC  LENGTH  CF 
FIELD  AGAINST  WHICH  IT  IS  TO  EE  COMPARED. 
ZEROS  HAVE  BEEN  TRUNCATED  CF  THE  SIGN  HAS 
EEEK  I NCCFECF ATE£. 

237 

CONVERSION  SUBROUTINE  ERROR  - ERROR 

OCCURRED  DURING  E3ECUTICR  CF  SEECIFIED 
INEUT  SUEFCUTINE. 

233 

CONVSRSICN  SUBHCUIIKE  ERROR  - ERROR 

CCCURRED  DURING  E3ECUTICK  CE  SEECIFIED 
INEUT  SUEFCUTINi, 

239 

CONVERSION  SUBROUTINE  ERROR  - ARGUMENT  OF 
INPUT  SUBROUTINE  EJCEEDS  tAXIMUM  SIZE 
ETEECTID  EY  TEAT  FOUTINE. 
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240  CONVERSICH  SCBHCU1INE  EFRCH  - tCCE  OF 

EUNCTICN  EFCB  INEOT  SUEEOOTINE  CONFLICTS 
WITH  THAT  OF  S03JECT  FIELD. 

241  CONVEHSICN  SCEEOOTINE  ERROR  - QUIE  DOES 

KCT  PEESFKTIY  SDEECRT  INPOT  SUBSOCTINSS 
WHOSE  ARGCWENTS  ABE  BINARY  CB  CCCBCINATE. 

242  CCNVEBSICN  SCBfiCCTINE  EBBCB  - THE 

EUNCTICN  FBCM  TF.E  SPECIEIED  INPUT 
EDBHOOTINE  E5CEEEE  SIZE  CF  FIELD  (AFTER 
APPLYING  PABTIiL  FIELD  NOTATION  IF 
SPECIFIED)  . 


243 

INVALI I 

CCCBD 

3NATI  LITERAL  - 

CCCBCINATE 

IITERAI 

IS  OF 

IMPBOPIR  FORM. 

2 44 

INVALID 

USE 

CF  GECGPAPHIC 

OPERATOR  - 

GEOGRAPHIC  C 

EEHATCBS  RECUIEE 

SUBJECTS  IN 

CCCBEIBATE  HOIE. 


245 

INVALID  LITERAL  - THE  LITERAL  USING  THE 
CNIVSRfAL  HATCH  CAPABILITY  IS  ICNGEE  THAN 
THE  FIELD  AGAINST  WELCH  IT  IS  TO  BE 
COMPARED  (AFTER  AEELICATICN  CF  PARTIAL 
FIELD  KCTATICN  IF  SEFCIFISC)  . 

#24  6 

INVALID  USE  CF  UNIVERSAL  MATCH 
CAPABILITY.  THE  UNIVEESAL  HATCH 
CAPABILITY  HAY  ACT  EE  APPLIED  WITH 
LITERALS  RECOIRING  IBPUT  SDEBCCTIMS. 

247 

INVAIII  CSB  CF  UNIVEESAL  MATCF  CAEA3IIITY 
- THE  J EAY  NCT  fil  USED  AS  A UNIVEESAL 
MATCH  CHARACTER  AGAINST  EINAEY  OR 

CCCBDIBATE  FIILDS. 

249 

INVALID  LITERAL  - LITERALS  CONTAINING 
SPECIAL  CHABACTEBS  HCST  BE  ENCLCSEC  IN 
SINGLE  COCTIS. 

249 

INVALID  COCRDIKATE  LITSFAL  - COORDINATE 
LITERAL  CCSTAINS  INVALID  CHABICTEF. 
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EBSCR 

250 

251 

252 

2 53 

25U 

255 

#256 

#257 

#258 


CODES 


XHISPAO^^SB  ^ 

co?'i  furnish®  IV 


INVAIII  bOCEElC  L3TEBAL  - UOKEBIC  LITERAL 
COMTAIB3  ISVAIID  BCKDIGIl  CHAEACTEE. 

ISVALir  t£E  CF  CCCEDINATE  IITEFAL 
CCCREIIATE  LITES/LS  ARE  RECCIRED  TO  3E 
EITHER  A LATITUDE  CF  A LCIIGITUEE  HHEJi  NCT 
APPEARING  AS  TEE  CEJECT  0?  A GEOGRAPHIC 
CPSRATCR . 

INVAIII  KDfiEFIC  LITERAL  - BINARY  AND 
lECIHAI  LITERALS  KAY  NOT  2E  ENCLOSED  IN 
QUOTES  . 

IF  STATECEM  EBECE  - ONLY  TWO  SETS  KAY  EE 
EEFEREBCED  IR  A SINGLE  CLAUSE.  IE  TWO 
ARE  HEIEFERCEC  CNF  MUST  EE  TEE  FITED  SET. 

IP  STATSEERT  EF5CF  - SOEJECT  AND  03JECT 
MODES  ARE  NCT  CCPPATIBLE.  AIPHA  EECIMAL 
INE  CCCFIISATE  SUBJECTS  REQEIEE  ALPHA, 
DECIMAL  AND  CCCRDINAIE  CEJECT3, 

EESPECTIVELY.  EINIFY  SUEJECTS  REQUIRE 
BINARY  OR  CSCICAL  CEJECTS. 

FEATURE  NCT  YET  AVAIIAELE  - TE.IS  FEATURE 
BAS  NCT  YET  EFEN  MAIE  AVAILABLE  IN  QUIP. 

INVALID  SUBFILE  EESIAFT  - SUEEILE  ALREADY 
ACTIVE.  SIGNCPF  EECCIRED  PIFST, 

SUEFILI  FESIIFT  FEILCRE  - CAENCT  LCCATE 
FEQOESIFI  LATA  SET. 

INVAIII  SUEFILE  FESTART  - SIGNON  MUST  BE 
FIRST  AND  CMY  SIATECENT. 
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101  1 

Cause 

Action 

1C20 

Cause 

1C21 

Ca  use 

1 03  9 

Ca  use 
Ac  tion 

1040 

Cause 

Action 

1041 

Cause 


THIS  PAOE  IS  BEST  QUALITY  PRACTICABLE 
roOM  COPY  FURH13HED  TO  DDC  ^ 


SYSTEM  BHROB.  COCID  NCT  ICCATE  THE 
CCMEIETE  I?/EINt  STATEKEHT  ON  SYSUTI  FOR  THE 
SECONDARY  IRDE^IKG  EXECCTIVE  (IFYIXE). 

A record  was  read  fron  SYSOTI  containing  a 
continuation  indicator;  hcwevcr,  arcth€r 
record  with  tte  sa ae  read-back  ke j could  not  be 
found  . 

Contact  systea  aairterarce  for  further  analysis. 
NO  RECORDS  PASSED  THE  IIHITS. 

The  query  LIMIT  stateaent  excluded  all  records. 
NO  RECORDS  COAIIEIED. 

No  records  aet  the  conciticns  of  the  query. 

PESIZE  PAEAfETEE  HAS  EKTEHED  INCORRECTLY  ON 
THE  Else  CARD.  SIZE  DEFACLTEC  TC  10000  BYTES. 

Se  If  -e  a f 1 an  a to  r y . 

The  correct  foraat  is: 

PAPK=*PE=nK'  cr  PAFa=  ’ PES  IZE  = nK  ' 
where  'n*  is  between  1 and  99. 

PERMANENT  I/O  EHRCE  WHILE  PECCESSIIG  VCIUHE 
CONTAINING  IIB5AFY. 

Error  detected  durirq  execution  of  the  03TSIN 
macro  . 

Ferun  job  and  contact  customer  engineer  if  errci 
is  repeated. 

PROCESS  SLOCK  EXCEEDS  tAl  SIZE.  FIXED  SET  FOR 
ElOCK  IS  - (1st  56  characters)  . 

The  piccessing  tlcck  fet  the  specified  record 
exceeded  the  P3SI2S  indicated  on  the  EXEC  carl. 
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Action 


1042 

Cause 

Action 

1043 


Cause 

Action  - 

1 04  4 

Cause 
Action  - 

1C45 

Cause 
Action  - 

1046 

Cause 

Action  - 
• 1050 


or,  if  the  lESlZE  was  not  specifier,  the  blccA 
exceeced  the  default  size  of  10K  bjtes. 

Increase  the  FBSIZE  on  the  EIEC  card.  The 
format  is: 

PARS='EE=nK'  or  E1EH=  ' F ES  IZ  E=nK' 
where  ’ n*  is  between  1 a td  99. 

REQUIEEC  VCICfE  CE  LIEFAES  NCI  BCUIIED. 

Self -explan  at  cry. 

Rerun  job  with  cciplete  cferator  i rstr ucticns. 

LIBRARY  DATA  SET  NCT  FCUNE  OH  SPECIFIED 
VOL  DUE. 

The  data  set  was  either  scratched,  not  kept, 
or  not  generated,  cr  the  wrcng  vcltme  was 
specified  ct  the  DD  card. 

Correct  the  JCL  or  rehuilc  the  data  set. 

I/O  EERCE  Cl  CCF. 

Self-  exflanatcr  1. 

Rerun  jcb. 

I/O  ERROR  OR  QRI. 

Self-explan  atcry . 

Rerun  job. 

RON  TERMINATED  BY  SYSTEM  CODE  nnn. 

Self-  exp  la  eatery. 

(MSG.  generated  by  CIFIBR) 

See  System  Caintenance  Frcgraamer. 

HON  TIHHINAIEE  EY  SYSTEM  CODE 


EESC^  CCCES 


THIS  PACffi  IS  BEST  ^UALIW 
TUMi  COPI  FUKHISHED  TO  DDC.  — 


Cause 
\ c t i c n 

1C51 


Self  exflana^cry.  (MSG.  generated  by  QIPERR) 
See  Systea  Maintenance  Ftcg  rasnrae  r . 

CNA3LE  TO  OPEN  filecaise. 


Cause 
Ac  tion 

1C52 


Self-explanatory.  (MSG.  generated  by  CIEH5E) 
Correct  the  problem  and  rerun. 

DNABLE  TO  MCfl  NT  filerame. 


Cause  - S el f- expla nat cr y (MSG.  generated  by  CIEESR.) 
Action  - Correct  the  problem  and  rerun. 

1C53  CUIP  TEFMINATEC  EY  USER  AEEKL  CODE  nnur. 


Ac  -^ion 


105U 

Cause 

Action 


See  Section  6.2.3,  Q'JIP  User  A3END  Cedes,  for 
explanation . 

USABLE  TC  OPEN  CENAM5  SYSIN. 

S elf -explan  at  or y . 

Correct  the  problem  acd  rerun. 


1055*  INSUFFICIENT  COPE  FCP  ETPAbSICS  OF 

CCMPRESSICN/  COMPACTION  DATA  RECORDS. 
INCREASE  REGION  2K . 


Cause 


Ac  tion 


1056 


Ca  use 


The  frcblem  occurred  in  the  NIPS  system 
subroutine  IPELCPE  when  an  attempt  was  aade  to 
obtain  core  for  the  expansion  of  a C/C  record. 

Increase  region  size  and  rerun  the  job. 


QCER  YLI3 
QUEP  Y. 

DD  STMT 

NO  LIBRARY 

SC  LONGER  USEE 
ACIICN  TAKEN. 

TO 

STORY 

The  user 

attempted 

to  store  a query 

by 

using 

the  defunct  QUERYLIE  ID  statement. 
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Ac  tion 

i 1057 

Ca  ase 

Act  ion 

#1058 

Cause 

Ac  tion 

#1059 

Ca  use 

Action 

11060 

Cause 


-y. 


See  Section  1C,  Ctility  Support,  Vcluae  7II  of 
the  NIPS  Users  Kanuel  fcr  the  procedure  fcr 
storing  the  gcery. 

SUBFILE  PDS  SPACE  S:(CEED  - D37. 

A subfile  PIS  BRITE  resulted  in  a systei  C37 
ABE  SD. 

SIGNOEF  to  scratch  the  existing  PCS,  then 
SIGNON  with  SCBPILE  to  allocate  a new  ECS.  If 
this  error  occurs  frequently,  set  the  systea 
prograiDBer  tc  allccate  acre  space  fcr  the  EDS. 

NC  DIEECTOEY  SPACE  AVAILAELE  FOR  SCEFIIE  PDS. 
SOBFIIE  NCT  CfEATII. 

The  directciy  cf  the  scbfile  partitioned  data 
set  has  been  filled.  Nc  entry  cculd  he  ®ade 
for  the  regcested  subfile. 

Mo  nek  subfile  can  he  added  tc  the  subfile 
partitioned  data  set.  See  systeis  prcgraamer 
ccncerning  the  allccaticn  of  acre  directory 
space  for  future  subfile  prccessinc. 

I/O  EFECR  OIE/TISG  tISiCTCRY  CF  SCEFILE  PDS. 
SUBILFE  NOT  CREATED. 

An  atteapt  to  update  the  directory  cf  the 
subfile  paititicred  data  set  resclted  in  an 
I/O  error. 

- Rerun  the  query.  if  the  protlea  persists, 
contact  systea  aairterance  fcr  further 

analysis. 

CATALOG  CF  ECS  NOT  SUCCESSFUL.  SIGNON 

RECOVERY  Will  NCT  BE  ECSSIELE. 

An  atteapt  tc  catalog  the  subfile  partitioned 
data  set  just  allocated  failed. 
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Action  - Subfile-  creeticc  and  prccessing  can  proceed, 
but  in  the  event  a restart  of  tfce  TE  ccntrol 
program  is  required  the  subfile  PDS  previously 
created  viill  cct  be  available. 

♦ 1061  DUPLICATE  SOEEIIE  SAME.  SCEFILE  SOT  C5EATED. 

Cause  - The  name  assigned  to  the  subfile  tc  be  created 
by  the  current  geery  has  already  been  assigned 
to  a subfile  that  is  a member  of  this  PDS. 

Action  - Change  the  ra  oe  cf  the  subfile  an  c execute  the 
query  again. 


6.2.3  QUIP  User  ABEND  Cedes 

QUIP  may  generate  the  following  user  ABEND  cedes: 

P’71-  A system  iEISC  ^C1  through  pCI  has  been 
intercepted  by  QCIP  Executive  EPIE. 

772-  A system  AEEND  pci  through  PCF  has  been 
intercepted  by  Translator  Executive  SFIE. 

773-  QUIE  system  error. 

Occurrence  of  these  JEENts  will  reguire  assistance  of 
System  Maintecance  Ptegraaaer  fer  ccrrecticn. 

When  a user  has  entered  ar  invalid  file  classification 
at  a terminal,  the  CLASS  IF  IC AT ICN  IRROR  aessace  will  oe 
displayed  and  the  run  will  be  teiainated.  fchen  operating  in 
the  batch  partition,  the  following  message  will  be  displayed 
cn  the  computer  operator's  ccrscle: 

TTX  WARNING  ’*■**  JOB  jotname  EIEP  stepname  (prcc.  stepname) 
THE  OUTPUT  FHCM  THIS  JOE  HX  EE  3NCCIPECTLY  CLASSIFIED. 

The  CLASSIFICATION  ERROR  aessage  will  be  printed  on  the 
output  and  the  report  will  be  printed  with  the  user  *s 
classification. 
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6.2,U  Secondary  Indexing  and  Keyword  Indexing  in  QUIP 

In  addition  tc  the  eircts  desciited  in  tie  frevicus 

sections,  error  ccnditicns  interpreted  by  Indei  Processing 
nay  occor.  Hessages  describing  these  are  found  in  Section 
4,12,  Index  Processing  Cessages.  CDIE  uses  the  same  Index 
Processing  and  Keyword  Processing  programs  as  RASP. 

6.3  SODA  Error  Messages 

* THE  HOLD  FILE  IS  NEARING  CAPACIH.  ICO  SHCCII  UPDATE  CR 
CANCEl  ALL  SCCN. 

Cause  - Updated  records  have  filled  more  than  SOS 
of  HOLD  FIIE. 

Action  - Transactions  may  still  he  entered 

UPDATE  ILL  or  CANCEL  ALL  should  be 
entered  when  ccnveriert. 

***  THE  HCLD  FILE  IS  FULL.  IOC  CAN  SCI  PRCCEEE  UNTIL  YOU 
UPDATE  CF  CANCEl  AIL.  YCU  MAY  T R IN  REENTER  THIS 
TRANSACTION . 

Cause  - The  HCIC  EIIE  is  full. 

Action  - The  present  transaction  is  not  processed. 

UPDATE  AIL  or  CANCEL  ALL  must  be  entered 
prior  to  another  transaction. 

I/O  ERROR  ON  HCID  FIIE. 

Cause  - I/O  error  reading  key  dicticrary  aeaber 

frcB  HCLD  FIIE. 

Action  - Retry  transaction.  CPDATE  or  CANCEl  AIL, 
if  uns vccess ful. 

I/O  ERROR  WHILE  READING  HCLD  FILE  HECOHIS, 

Cause  - I/O  error  on  HCLD  FILE. 

Action  - Ihe  transaction  is  retained  on  IMC.  3e- 

try  or  CANCEl. 
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IHIS  PAOE  IS  BEST  a'JALITI 

rooMCOP^  FURNISHiiD  XODDC  


I/O  ERROR  WHILE 

R EA 

DING 

(FIIE) 

(KEY) 

• 

Cause 

- 

I/O 

ericr  cr 

aa  St 

er 

file . 

Ac  ti  on 

- 

The 

tr  ansact 

ion  is 

retained . 

It  aay  be 

retr 

ied.  If  th 

is 

error  is 

pers istent. 

t be 

file  nay 

have 

t 

0 be  rec 

rganized  or 

hardware  nalfunct 

ic 

Es  investi 

catec. 

DIRECT 

SUBSET  DFDAT 

E TO 

DEIETIE 

EECC 

ED 

(KEY)  . 

Cause 

- 

Self 

-eipla  ra 

t cry. 

Action 

- 

Transa  ct ic  n 

is  sa 

ved  on  IMC* 

DIRECT 

SUBSET  UPDAT 

E TO 

NCNETIE 

TENT 

EECCRD  (KEY) 

• 

Ca  use 

- 

Sel  f 

-explanatory  . 

Action 

- 

Iran 

sa  ct ion 

is  3 a 

ve 

d on  IHQ. 

I/O  ERROR  READIKG . (EILS)  . 

Cause  - I/O  ericr  readinc  naster  file  control 
record . 


Ac  ti  on  - 


I/O  ERROR  REA  DISC 


Cause 


Action  - 


If  a retry  fails,  and 
malfunction  can  lie  found, 
shculd  be  restored  fica  a 
further  updating. 


nc  hardware 
the  naster  file 
backup  prior  to 


1/0*ERR’>*S0CA**TH1. 
Cause 


PILE 

(? 

ILI) 

(KEY)  . 

I/O 

er 

icr  I 

eading 

the  Haste 

r File. 

The 

tr 

ansae 

ticn  is 

reta 

iced 

on  the  IHQ. 

It 

a a 

i te 

retr  i 

ec. 

If 

ttis  error  is 

persis 

te  r t. 

the 

file 

may 

have  to  be 

recrga 

rized 

cr 

hard 

ware 

Ealf  unctions 

in  vest 

igate 

d. 

-• 

I/O 

er 

rcr  r 

eading 

the  H 

CLD 

FIIE. 
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Action  - Erevious  updates  to  this  reccid  are  lest, 
Iransacticr  is  saved  on  IMC.  The 

transaction  may  te  retried  cr  CANCEL  this 
record  Aey  and  reerter  this  transaction. 

I/0*EFR’»’*S0DA**TR2. 

Cause  - I/C  error  writing  cn  the  HOLD  FILE. 

Action  - The  update  to  this  record  is  lest. 

CPDATE  cr  CANCEL  All  and  retrj. 

I/O  *EaR**SODA  HFl  (FILE)  (TEREIHAL)  «KEK). 

Cause  - I/C  errer  on  ECLC  FILE. 

Action  - Dnatle  to  read  the  Key  Dicticcary  aesber. 
Entire  HCID  FILE  is  canceled. 

I/0*ERRCR**SOEA  HF2  . 

I/0*ERRCa**SCCA  HF3. 

I/0*EBHCR**SCDA  HF4. 

Cause  and  Action  same  as  previcus. 

I/0*ERE0R**S0CA  HF5  (PILE)  (TEEHINAL)  (KEY), 

Cause  - I/O  erict  reading  second  blech  of  Key 
Lictionary  member. 

Action  - Femaincer  cf  ECLC  FILE  is  canceled, 
I/0*ERR**S0DA**HF6. 

Cause  - I/O  error  writing  on  HOLD  FILE. 

Action  - SODA  was  in  the  process  c£  modifying  the 
Key  Dictionary  tlocJc  cf  the  HOLD  FILE. 
Feme  0 1 all  cf  the  update  may  be  lost. 
Try  OPIATE  or  CANCEL  commands. 

I/0*ERR0R’*’WSCDA  MPT  (PILE)  (TEFHINAL), 
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Ca  use 

1/C  error  on  ECLD  FILE. 

Ac  ti  on 

DPDATE  All  was  specified.  Ore  cr 

records  cculd  net  be  updated, 

possible  records  were  updated. 

acre 

All 

I/0*EBE0R**S0DA 

MEl  (FILS)  (TJBKINAL)  (KEY). 

Cause 

I/O  ericr  erccuntered  during  the 
update  . 

file 

Ac  tion 

fll  records  which  cculd  te  updated, 
keen. 

have 
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6.U  ECIT  Error  and  Diagnostic  Messages 

EDIT  error  nessages  consist  cf  three  types:  EDIT 

coapcnent  error  aessages,  CCEEIT  error  aessagss,  and  hatch 
ccaponent  TP  error  lessages. 

6.4.1  EDIT  Coaponent  Error  Messages 

The  error  messages  displayed  ty  HIT  are  cecerally  self- 
explanatory,  and  the  necessary  ccrrecti\e  action  is  implied. 
Additiccal  explanation  is  provided  here  fcllcwing  each 
message . 

These  messages  are  writter  ct  the  Edit  Message  Queue 
iamediately  following  the  ccamands  they  reference. 

Each  message  is  identified  ty  a 4-cigit  roster,  a 2- 
digit  prefix  fcllcwed  by  a 2-digit  segcence  noaber;  e.g., 

XXYY  tdiere: 

TT  is  the  prefix  digits  identifying  the  E I IT  routine 
where  the  sessage  is  gecerated 

00  = Structure  Errors 
01-29  = In  put/Mo  di f icat ion  Ccaaand 
30-59  = Output  BCBK  Cctaand 

60-89  = Output  ncn-HCFK  Coasand 

Prefix-00  sessages  are  a special  category  of  errcrs 
not  pertinent  tc  aty  cce  single  coamand.  They 
apply  to  entry  structure  prctleas  applicable  to  all 
coaaands. 

yy  is  the  sequence  digits  ecuierating  the  messages  per 
coamand. 

01-49  = indicates  the  error  occurred  during  the 
validity  check  of  the  coamand  statement 

50-99  = indicates  the  error  occurred  during  the 
execution  of  a coiaa-'d  function. 


I 


The  error  codes  for  tte  cciiands  are  as  follcvs: 
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I 

1611  p\CK  yrr'v.z':  :jci  mounted 

£’'■  F I A E AT  I C E - Self-explanatory.  The  pacx  aurt  be 
acunted  for  SCRATCH  and  RENAME  functions, 

1612  INVALID  CONTINUATION  LINE 

EXPLANATION  - The  first  lire  ends  with  a coama,  but 
the  next  line  does  not  begin  with  a /U. 

1613  CVCl  PACK  "XXX”*'  NCT  MOUNTED 

EXPLANATION  - The  data  set  is  cataloged  through  the 
use  of  a control  volume  pointer  which  is  on  the 
designated  pack. 

*1653  DSN  CATALOGED 

EXPLANATION  - The  specified  data  set  name  was 
entered  in  the  system  catalog. 

1651  CVCL  EACK  NCT  MOUNTED 
EXPLANATION  - See  Error  Code  1613. 

1652  DSN  ALREADY  CATALOGED,  NC  ACTICN  TAKEN 
EXPLANATION  - Self-explanatory. 

1653  REQUEST  NCT  SERVICED,  CCNDITION  CODE=XX 
EXPLANATION  - 

For  LOCATE  function; 

12  - Either  index,  alias,  or  CVOL  pointer  was 

found  when  list  of  gualiiifcc  cases 
ex  ha  usted . 

16  - A data  set  resides  at  some  level  of  index 

other  than  the  lowest  index  level 
spec  if ied . 

20  - Illegal  data  set  name 

24  - Permanent  I/O  error  while  processing 

catalog 
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IHIS  PA(JE  IS  BEST  QUALITY  PRACTICABLE 
FBOJl  OOFX  FURNISHED  10  DDC  ^ — 
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#1654 

1655 

165  6 

1 65  7 

# 1658 

165  9 

1660 


For 

CATLG 

or  UNCITIG  functicc: 

16 

- 

The  iedex  structure  tecessary 
the  data  set  does  rot  exist 

to  catalog 

20 

- 

Space  is  not  available  on  the 

catal  eg 

28 

- 

Eeraanent  I/C  error  while 
catalcc 

pr ooessing 

For 

the  £ 

CRATCH  or  REKACE  function: 

4 

- 

Eeraanent  1/0  error  on  vcluie 

DSN  UNCATftICGEC 

EXPLANATION  - Th#  specified  data  set  cane  entry  was 
deleted  frcm  the  systeas  catalog. 

DSN  ICCATEE  CN  CCFE  lEiN  EIHE  tCLDWNS 

EXELARATICN  - Self-explanatory. 

3E7X1X  DSN  SCT  Cl  IKK 

EXPLANATION  - The  data  set  canrot  be  fornd  on  the 
specified  pack. 

1XX3XX  DSN  MREJIY  EXISTS  CS  PKK,  NO  ACTION  TAKEN. 

EXPLANATION  - S € 1 f-€ xp  laca  ter y . 

XXXXXX  DEN  RENAMED  ON  PACK 

EXFlAAATICt  - X is  the  volune  serial. 

DSN  NOT  CATALCGEI,  CANNCT  £I  LOCATED. 

EXPLANATION  - S e ]f-€ X p la ra t c I y . 

RETENTION  PERIOD  NOT  OF;  FCFGE  NOT  SFEOIFIEC. 

EXPLANATION  - The  data  set  cannot  be  scratched 
unless  PURGE  is  specified. 
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# 1661 


1662 


«1663 


#1664 


i 1665 


2900 


290  2 


2055 


3100 


3103 


CODES 


IBIS  PAdS  IS  BSSI  ««ALm  mCIICAEl* 


INVALID  OS  DATA  SET  NAPE 

EXFLANATIOE  - Data  S€t  oaae  dees  net  aeet  CS/V3 
naa€  ccnverticcs. 

DSN  NOT  ON  PACK;  NC  ACTICN  TAKEN. 

EXPLANATION  - Self-explanatcry  . 

DSN  CCKPIETELY  SCESTCEIC. 

ETPLAKATIOS  - Specified  data  set  was  scratched 
DSN  RENAEED 

EXPLANATION  - Specified  data  set  was  retaased. 

7XXXIZ  DSN  SCRATCHED  FRCS  THIS  PACE. 

EXFlAKATICh  - X is  the  voluiie  serial. 

INVALID  SIGNCFF  CFIFJINC. 

EXPLANATION  - DEIETE  is  scle  acceptable  operand  on 
SIGNOF?  en  try. 

TESFCE^RY  CATA  SITS  IllET  - DEIETE  CFTICE  FECUIEED. 

EXPLA5ATICI  - DEIETE  must  he  coded  if  teaperary 
data  sets  exist. 

NO  SESBEP  NAMES  SERE  FCCSD  ECR  THE  CCCECEENT. 

EXPIASATICE  - Self  >explanat  cry  . 

UNEECCGNIZID  KEYICFI  CFTION  IN  PUT  OPERAND. 

EXPLANATION  - Optict  Cthei  than  HEMEER,  LIBRARY 
NEW,  OLD,  F«,  FS,  BASF,  OP,  CCIF,  PCVE,  FESEC,  aCRK 
or  valid  teapnaae  encountered  in  PUT  cemand. 

INVALID  MEMBER  NAME  SPECIFICATION. 
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310tt 


310  6 


3 10  7 


3108 


312C 


3121 


3122 


ETPLANATION  - Heibci  Dane  etterod  does  tct  confora 
to  CS/360  conventions. 

LIBRARY  OPTION  OCISSICN  INVALID  SITH  NO  PREVIOUSLY 
ESTABLISHED  LIBRARY. 

EXPLAKATIOH  - IIEBABY  pareaster  oaission  isplies 
refecence  tc  pievicusl;  defined  lifeary  and 
reguires  saae. 

INVALID  LIBRARY  SAME  SPECIFICATION. 

E7PIANATICI  - library  naue  specified  dees  net 
cenfera  to  OS/36C  ccnvecticrs. 

LIE  NAME  NOT  SAME  AS  IB  GET-UPDATE  CCEfJfD. 

E7P1AHATICB  - The  library  specified  in  a POT  OLD 
coanand  acst  bt  tfe  saae  as  that  in  tte  previous 
GET  UPDATE  ccaaard. 

INVALID  ATTEMPT  TO  REIIBEKCE  SECOND  IIERABY  PER 
EDIT  PASS. 

EXPLANATION  - EDIT  restricts  library  reference  to 
one  library  per  EDIT  pass. 

RESEC  INVALID  CETICN  FCF  NCFSECOENCED  DATA. 

EXPLABATICF  - When  the  input,  either  WORK  file  or 
a teaporary  data  set,  is  nerse gcenced , EDIT  Mill 
not  accept  the  PIS  EC  option. 

MEMBER  NCT  IN  OPIATE  SCDE:  CLD  OPTION  INVALID. 

EXPLANATION  - If  aeaber  has  tct  been  classified  as 
update  aode  by  a previous  GET  coaaanc,  it  caocct  be 
recipient  cf  a PIT. 

OMISSION  OE  COMPCNEBl  CPTICB  INVALID  WITH  'SEW* 
SPECIFIC  AT  ION. 


EXPLANATION  - EDIT  requires  either  a 
entry  or  the  wore  'NCNE'  for  a new  aeaber 


component 

naae. 
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3123 

3124 

3125 

3126 

313C 


CCCE3 


IHIS  PAOE  IS  BEST  QUALir/ 

Yim  COPI  FUKIilSHH)  TO  MQ  ^ 


INVALID  CCilPOflEST  ENTRY:  INCCNSISTENI  ailE  OLD 
COMPONENT  SPECIFICATION  C?  tESEEB. 

SXPIABATICN  - Cciponent  sp€Ci  ficaticn  viith  the  OLD 
cpticn  Bast  be  ccnsistect  kith  the  ccBfcnent 
already  indicated  it  the  lifctarj. 

INVALID  ATTEMPT  TO  CREATE  ECFIICATE  KEEEEB  NAPE. 

E7FLANATICN  - Peiber  naje  ofticn  specified  as  NEW 
already  exists. 

INVALID  MEMBER  NAPE  CPISEICK 

ETPIABATICN  - KIT  requires  leater  taae 

specification  cc  the  POT  ccanand. 

INVALID  TEMPNAME  CPTICN;  TEMPORARY  DATA  SET 
REQOESTSD  IS  VOID  CF  DATA. 

EXPlANATICf  - Temporary  data  set  requested  has  not 
received  actual  data  either  previous  tc,  or  during, 
this  EDIT  pass. 

DUPLICATE  KEYWORD  PARAPETEBS. 


'BROa  CODES 


raiS  PA5E  IS  BEST  QUAltr/  FBACtlCA^Li 
rawj  COP  I PUKM.iiIED 


11542 


1.6 


Cause  - Advisciy  Bessage.  The  PARC  cn  the  EXEC 
card  ccctaics  a gcaatity  khich  is  not 
recognized  by  the  UTELCISM  prccras. 

Action  - Eeexaaice  the  EXEC  card. 


SEHICOS  EFBCH,  CONTACT  SYSTEMS 

EBCGFACHEE. 

Cause  - £oae  flag  tits  which  ccrtrcl  the  output 
file  are  invalid. 

Action  - Contact  sjsteBS  ficgiaaaer. 


16XX  Series  - UTCRTQDP  Ctility  Error  Codes 


AEEND  0001 

16CC  PHYSICJL  ECEAD  IN  CDF  - EHRCF  AEENE. 

Cause  - J physical  end  of  data  was  encountered  cn 
the  Qualifyirg  Data  File,  This  condition 
iaplies  a bad  answer  file. 


Action  - Ccrrectike  action  would  teguiie  rerunning 
the  RASP  processor  to  create  a good  QCF. 


1605 


EFFOF  lE/riNG  CHT  - EFRCF  AEEEE. 


Ca  use 


Action 


AEEND  0002 
1 610 


Cause 


Indicates  an  I/O  failure  while  readirg 
the  Qualifyirg  Record  Table. 

Corrective  action  requires  rerunning  the 
FASP  processor  to  create  a good  QRl. 


INVALID  FEYHCBD  - BUS  TERMINATED. 

An  unreccgr  izable  key  word  was  found 
during  control  card  processinc. 


31.3 
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1615 


1620 


1 625 


1630 


Action  - 


Cause 


Acticn  - 


Cause 
Ac  ti  on  - 


Cause 


The  usee  should  check  the  in^ut  control 
card,  correct,  anc  resutait  the  rue. 

hC  ANSMEF  SET  EOE  QO  ERYNO/R  IT  ID. 

The  query  nuaber  cr  the  query  number  and 
EITIC  specified  in  the  ccntrcl  card  do 
not  ccrresfcrd  tc  an  answer  set  on  the 
CET/CDE  provided  tc  the  prcgreir. 

Fecheck  the  FASP  lur  which  picduces  the 
answer  set,  correct  the  contrcl  parameter 
and  resuhait  the  run  with  the  correct 
query  cuiber  and/cr  EITIC. 

CRT/QDE  TS  flClTIFIIE  FRCDOCT  - EBFCF. 

Fun  is  not  peraitted. 

Change  run  to  produce  single  file 
product . 

NO  FILE  RECCRD  CK  CBT  - EAE  IKFDT. 

This  is  a series  of  systea  problems 
usually  indicated  by  a bad  QCF.  The 
program  is  saying  that  it  can  find  a 
Qualifying  Cata  File  data  set,  but  cannot 
find  a critical  ccntrcl  record  in  the 
set. 


Acticn  - Ko  ccriective  action  can  be  taken  except 
to  reren  the  RASP  job  creating  the  answer 
stream  and  retrying  the  utility.  If 
error  persists,  contact  system 
programmer. 

CKLY  CIE  CCNTFCL  CIEI  PERMITTEE. 


Cause  - All  input  paraneters  must  be  supplied  on 
a single  control  card. 

Action  - Eechech  the  inpet  stream,  eliminate 
superfluous  card,  and  resubmit  run. 


ZFROR  COCiS 


ABEND  000  3 
1 635 


Cause 


ICD  FCUNI  CCEYING 


fIT  ANC  LS 


NO  DATA. 


The  frcgiaa  is  stifulati 
qualified  during  the 
the  QDERT/RITID  ans^ier  s 
in  the  utility  ccrtrcl  c 


ng  that 
RASP  run 
tream  id 
ar  d. 


no  data 
creating 
entif ied 


344.1 


CH-  1 


DEFENSE  COMMUNICATIONS  AGENCY 


COMMAND  AND  CONTROL 
TECHNICAL  CENTER 

WASHINGTON,  O.  C.  20301 


10  June  1976 


TO : distribution 

SUBJECT;  Change  2 to  CSM  UM  15-74,  Error  Codes, 
Volume  IX,  dated  15  October  1974 


1 . Insert  the  enclosed  change  pages  and  destroy  the 
replaced  pages  according  to  applicable  security 
regulations . 

2.  A list  of  Effective  Pages  to  verify  the  accuracy  of 
this  manual  is  enclosed.  This  list  should  be  inserted 
before  the  title  page. 

3.  When  this  change  has  been  posted,  make  an  entry  in 
the  Record  of  Changes  on  the  inside  cover. 


FOR  THE  DIRECTOR: 


50  Enclosures 
Change  2 pages 


»«istant 
for  Administration 


TxrwiemNO  iBUMUMOT 


EFFECTIVE  PAGES 


10  June  1976 


This  list  is  used  to  verify  the  accuracy  of  CSM  UM  1 
Volume  IX,  after  change  2 pages  have  been  inserted, 
pages  are  indicated  by  the  letter  O,  change  2 by  the 


Page  No. 

Change 

Title  Page 

2 

iii  - iv 

2 

V 

2 

vi 

0 

1 - 60 

0 

61  - 74 

2 

74.1  - 74.2 

2 

75  - 102 

0 

103  - 104 

2 

104.1  - 104.2 

2 

105  - 254 

0 

255  - 256 

2 

257  - 274 

0 

275  - 278 

2 

278.1  - 278.2 

2 

279  - 282 

0 

283  - 288 

2 

288. 1 - 288.2 

2 

289  - 323 

0 

323.1  - 323.7 

2 

324 

2 

325  - 330 

0 

331  - 332 

2 

333  - 373 

0 

-74, 

Original 
numeral  2 . 


i 

i' 

CCHBAND  AND  CCHTHOL  TECBNICAL  CBNTBR 

’ Coaputer  Systea  flanual  Nuaber  CSH  OH  15-74 

' 10  June  1 576 

KHCS  INFORHATIOM  PBOCESSIMG  SYSTEM 
360  FORMATTED  PILF  STSTEH  (NIPS  360  FFSl 

Osecs  Manual 

Voluae  IX  - Error  Codes 


SUBMITTED  BY: 

CRAIG  K.  HILL 

Captain  OS  A 

CCTC  Project  Officer 


APEKOVED  BY: 


Captain,  USN 

Deputy  Director,  NMCS  ADP 


This  docuaent  has  been  approved  for  public  release  and  sale; 
its  distribution  is  unliaited. 

CH-2 


K 


COHTENTS 


Section  Page 

&CKMOHLEDGNBNT ii 

ABSTRACT vi 

1 IMTfiODOCTION 1 

2 FILE  STRUCTORING  ERROR  CODES. 2 

2.1  Advisory  Messages 3 

2.2  Error  Messages.. 12 

2.3  Special  Messages 34 

2.4  Abnoraal  End  Error  Messages  (USER)..  36 

# 2.5  Index  Specification  Messages. . . . . . . . 39 

2.6  File  Revision  Control  Card  Edit 

Messages.... 43 

2.7  File  Revision  Processing  Error 

Messages 44 

2.8  File  Revision  Advisory  Messages 47 

3 FILE  NAINTENAliCE  ERROR  CODES 48 

* 3.1  FM  Edit  and  Library  Action  Errors...  48 

*3.2  FH  Proper  Error  Messages.. 71 

3.3  NFL  Logic  Stateaent  Errors. 79 

3.4  FM  Oser  ABEND  Codes 94 

3.5  Index  Maintenance  Errors... 112 

4 RETRIEVAL  AND  SORT  PROCESSOR  ERROR 

CODES 117 

4.1  OXX  Series  Edit  Diagnostics  — 

General. 118 

4.2  1XX  Series-Control  Division 
Statenents(FILE,  EXECUTE,  DELETE)...  119 

4.3  2XX  Series-TITLE  Stateaents 131 

4.4  3XX  Series-LIHIT  Stateaents 136 

4.5  36XX  Series  - KETNORD  Stateaent 149 

4.6  4XX  Series-IF  and  FURTHER  Stateaents  150 

4.7  5XX  Series-Library  Actions 173 

4.8  6XX  Series-SORT  Stateaents 177 

4.9  7XX  Series-SELECT  Stateaents 183 

4.10  8XX  Series-Retrieval  Proper  Messages  185 

4.10.1  Teraination  Messages 185 

4.10.2  Record  Qualification  Error 

Messages 192 

4.10.3  End-o£-Job  Infcraation  Message 

Errors.......... 193 

4.11  SXX  Series-Keyword  Stateaents  and 

Edit  Flag 194 


iii  CH-2 


Section  Page 

4.12  Index  Processing  Hessages 199 

4.13  RASP  Oser  ABEND  Codes 205 

5 COTPOT  PROCESSOR  ERROR  CODES 206 

5.1  FIT  Specification  Error  Messages....  207 

5.2  Control  and  Progran  Error  Messages..  227 

5.3  OF  Oser  ABEND  Codes.. 239 

5.4  Post-Publish  List...*. 242 

6 TERMINAL  PROCESSING  COMPONENT 243 

6.  1 TP  Hon  it  or /So  per  visor 243 

6.1.1  Nornal  Progress  Hessages 243 

6.1.2  darnings  and  Errors 244 

6. 1.2.1  While  Paging  Through  Output.........  244 

6. 1.2.2  In  Response  to  a -•X  Progran  Request.  245 

6. 1.2.3  In  Response  to  a Line  of  Input  Other 

Than  Paging  Connands. 246 

6.1.3  System  Operator's  Console  - TP 
Monitor/Super visor  Advisory/ 

Diagnostic  Hessages 247 

6.1.4  TP  Honitor/Supervisor  ABEND  Codes...  248 

6.1.5  DOHP  Error  Hessages 249 

6.1.6  BLAST  Error  Hessages 251 

6.1.7  UTILITY  ERROR  Messages 252 

6.2  QUIP  Error  Messages.... 253 

• 6.2.1  Error  Diagnostic  Hessages 253 

6.2.2  QUIP  Control  and  Progran  Hessages...  279 

6.2.3  QUIP  Oser  ABEND  Codes 285 

6.2.4  Secondary  Indexing  and  Keyword 

Indexing  in  QUIP*. ***  286 

6.3  SODA  Error  Hessages 286 

6.4  EDIT  Error  and  Diagnostic 

Hessages 288.2 

• 6.4.1  EDIT  Component  Error  Messages.......  288.2 

6.4.2  COEDIT  Error  Hesssages 321 

6.4.3  Batch  Conponent  TP  Error  Messages...  322 

• 6.5  FORHATTER  Error  and  Diagnostic 

Hessages ...............  323.1 

• 6.5.1  Definition  Phase  Error  Messages....*  323.2 

i 6.5.2  Operational  Phase  Error  Messages....  323.5 

7 UTILITY  COMPONENT  ERROR  CODES 324 

7.1  11X1  Series-TABGEN  Utility  Error 

Codes..... 324 

7.2  12XX  Series-SUBLDR  Utility  Error 

Codes. 333 

7.3  13XX  Series-Data  Conversion  Error 

Codes.. * 335 

7.4  14X1  Series-OTBLDISM  Utility  Error 

Codes * 337 


iv 


CH-2 


Section 


Page 


♦ 7.5  15XX  Series-DTBIDSAH  Utility  Error 

Codes. 340 

7.6  16XX  Series-OTQHTQDP  Utility  Error 

Codes.  ................  343 

7.7  17XX  Series-UTSUBCHK  Utility  Error 

Codes......... 346 

7.8  18XX  Series-UTDHPLIB  Utility  Error 

Codes 347 

7.9  19XX  Set ies-UTCLASS  Utility  Error 

Codes............. 348 

7.10  20XX  Series  UTPLCSCN  Error  Codes....  344 

7.11  21XX  Series  Pile  Analysis  Statistics 

Error  Codes 352 

7.12  22XX  Series  OTSOURC  Error  Codes 354 

7.12.1  40XX  Series  UTSOOBC  ABEND  Codes 356 

7.13  Index  Iransfer  Utility.... 356 

7.14  Index  Specifications  Utility........  357 

7.15  Dictionary  Haintenance  Utility......  358 

7.16  Keyword  Analysis  Utility 364 

8 SISTEH  UTILITI  EBROR  CODES 367 

CISTBIEUTION 368 


V 


CH-2 


EBBOR  CODES 


4095) . The  duip  should  be  given  to  the  systei 
progcainec  for  diagnosis. 

20044  THE  SflB  OPERATOR  CAB  CNLT  BE  05ED  IB  RABGE 

STATEHEBTS 

Cause  > An  SflR  instruction  was  detected  in  a nonrange 
logic  stateeent. 


Action  - Correct  the  logic  stateaent  and  rerun  the  job. 


*200  60 

IBPOT/CUTPDT  ERROR 

BEACIH6  A 

WORK 

FILE 

Cause 

This  aessage  indicates  that  an 
occurred  when  reading  a work  file. 

I/O 

error 

Ac  ti  on  - 

Rerun  job.  If  error  persists, 
prograaaer. 

see  systeas 

*200  61 

IBPOT/COTPOT  ERROR 
ERROR  CODE  20060 

BEADIHG 

A HORK  PILE 

SEE 

*200  62 

IBPDT/CUTPOT  ERROR 
EBBOR  CODE  20060. 

READIHG  A 

HORK 

PILE. 

SEE 

*200  63 

INPOT/OOTPDT  ERROR 
ERROR  CODE  20060. 

READING 

HORK 

PILE. 

SEE 

*200  64 

IBPOT/COTPOT  ERROR 
ERROR  CODE  20060. 

BEADING 

HORK 

PILE. 

SEE 

*20065 

IHPOT/OOTPOT  ERROR 
ERROR  CODE  20060. 

READING 

HORK 

PILE. 

SEE 

*200  66 

IHPOT/OOTPOT  ERROR 
ERROR  CODE  20060.  ' 

READI N6 

HORK 

PILE. 

SEE 

*20067 

IHPOT/OOTPOT  ERROR 

READING 

HORK 

PILE. 

SEE 

ERBOB  CODE  20060. 

21000  THIS  STATEHENT  CONTAIBS  A DUPLICATE  TDC  FIELD 

BARE. 
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Cause 


Action 
2100  2 


All  transaction  fields  which  are  referred  to 
within  a logic  statement  must  have  a unique 
name  within  the  logic  statement;  this  card 
violates  this  rule. 

Correct  the  card  and  rerun  the  jot. 

THE  DESCRIPTIVE  INFORBATICN  CN  THE  TDD  CARD 
IS  NOT  NUMERIC. 


Cause 


Action 
2100  4 

Cause 


Action 


21006 


A numeric  field  on  the  TDD  card  contains  non- 
numeric data. 


Correct  the  card  and  rerun  job. 

THIS  STATEMENT  CONTAINS  AN  ILLEGAL  CPEPAND. 

The  operand  is  illegal  for  use  with  the 
operator  or  statement. 

Check  operator  for  valid  operands.  Check  that 
operands  are  punched  beginning  in  proper  card 
column.  Correct  the  instruction  and  rerun  the 
job. 

THE  OPERAND  TYPE  ON  THIS  STATEMENT  IS  ILLEGAL 
FOR  THIS  OPERATOR. 


Ca  use 


The  operand  is  illegal  for  use  with  the 
operator  or  statement. 


Action 


Check  operator  for  valid  operands.  Correct 
the  instruction  and  rerun  the  job. 


21008  THIS  STATEMENT  CONTAINS  AN  IlLEGAl  ECCl 

STATEMENT. 

Cause  - The  operator  is  pot  a valid  POOL  operator. 

Action  - Check  POOL  instructions  for  correct  operators. 

Check  that  operators  are  punched  in  proper 
card  columns.  Correct  and  rerun  the  job. 
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21010  THE  FIELD  NAME  ON  THIS  STATEMENT  HAS  NCT  FCOND 
IK  THE  FFT. 

Cause  - Self-explanatory. 

Action  - Check  the  FFT  for  the  na«e  of  the  field.  If 
naae  is  in  FFT,  see  the  systea  progranaer. 

21011  FIELD  NAME  NOT  IN  FFT. 

Cause  - The  field  naae  was  net  found  in  the  FFT. 

Action  - Check  the  FFT  for  the  naae  of  the  field.  If 
name  is  in  FFT,  see  the  system  programaer. 

21012  AN  ILLEGAL  ATTEMPT  TO  ACCESS  A SYSTEM  FIELD 
HAS  SPECIFIED  ON  THIS  STATEMENT. 

Cause  - An  illegal  reference  to  a system  generated 
field. 

Action  - Remove  the  reference  to  the  field  and  rerun 

the  job. 

21014  SYSTEM  ERROR.  THE  FFT  DOES  NOT  CONTAIN 

A VALID  CHARACTER  DESCRIPTOR. 

Cause  - Self-explanatory. 

Action  - See  the  system  prograaaer. 

21016  THE  DATA  FILE  FIELD  NAME  ON  THIS  STATEMENT 

EXCEEDS  SEVEN  CHARACTERS. 

Cause  - The  name  of  the  statement  does  not  confera  to 
system  standards  for  data  file  field  names. 
Names  must  contain  frea  one  to  seven 

characters,  with  no  special  characters;  the 
first  character  must  be  alphabetic. 

Action  - Correct  the  name  to  conform  to  system 
standards  and  rerun  the  job. 


63 


CH-2 


EBBOB  CODES 


21018 

THE  MODE  OP  THIS  OPEBAND  IS  INCOMPATIBLE  KITH 
THIS  STATEMENT. 

Cause 

The  operand  is  illegal  for  use  vith  the 
operator  or  stateaent. 

Action  - 

Check  operator  for  valid  operands.  Correct 

the  instruction  and  rerun  the  job. 

21020 

THE  TYPE  OF  FIELD  ON  THIS  STATEMENT  IS 

INVALID. 

Cause 

The  operand  is  illegal  for  use  with  the 
operator  or  stateaent. 

Action  - 

Check  operator  for  valid  operands.  Correct 

the  instruction  and  rerun  the  job. 

21022 

THE  TBANSACTION  FIELD  NAME  ON  THIS  STATEMENT 
HAS  NOT  DEFINED  ON  TDD  CARDS. 

Cause 

Self-explanatory. 

Action  - 

Correct  the  stateaent  if  the  naae  was 

incorrect.  Otherwise,  define  the  naae. 

2102  4 

THE  TRANSACTION  FIELD  HAS  AN  ILLEGAL  MODE  FOB 
THIS  OPERATOR. 

Ca  use 

The  operand  is  illegal  for  use  with  the 
opera  tor. 

Action  - 

Check  operator  for  valid  operands.  Correct 

the  instruction  and  rerun  the  job. 

21026 


THE  VALIDITY  CODE  SPECIFIED  ON  THIS  STATEMENT 
IS  INVALID. 


Cause  - The  validity  code  is  not  correct. 

Action  - Check  the  instruction  for  correct  validity 
codes.  Correct  and  rerun  the  job. 


64 


CH-2 


ERROR  CODES 


21028  THIS  STATEMENT  CONTAINS  A NONNUHBRIC  LITERAL. 

Cause  - The  litecal  is  invalid  vith  the  operator. 

Action  - Check  the  literal,  correct,  and  rerun  the  job. 

21030  THE  ALPHA  LITERAL  OSEL  OH  THIS  STATEMENT  IS 

ILLEGAL  FOR  THIS  OPERATOR, 

Cause  --  The  literal  is  invalid  with  the  operator. 

Action  - Check  the  literal,  correct,  and  rerun  the  job. 

21032  AN  INVALID  DESIGNATION  HAS  BEEN  SPECIFIEE  ON  A 

DIRECTLY-ADDRESSED  FIELD. 

Cause  - The  B field  in  the  instruction  is  not  valid  as 
a designation  of  the  A field. 

Action  - Check  the  B field  for  validity  with  the 
operator  and  the  A field.  Correct  and  rerun 
the  jcb. 

21034  AN  INVALID  LENGTH  HAS  BEEN  SPECIFIED  CK  A 

DIRECTLY-ADDRESSED  FIELD. 

Cause  - Length  of  the  field  is  invalid. 

Action  - Check  the  instruction.  Correct  the  length  and 
rerun  the  job. 

21036  AN  INVALID  LENGTH  HAS  BEEN  SPECIFIED  ON  A 

BINARY  HORN  AREA. 

Cause  - The  length  of  binary  work  areas  nust  be 
specified  in  aultiples  of  four.  This 
stateaent  violates  this  rule. 

Action  - Change  the  length  of  the  binary  work  area  to 
a Bultiple  of  four  and  rerun  the  job. 

2103  8 THE  LABEL  OPERAND  ON  THIS  STATEMENT  IS 

ONDEFINED. 
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Cause  - The  operand  on  the  statement  refers  tc  an 
instruction  symbol  which  is  undefined. 

Action  - Include  the  instruction  symbol  on  the 
instruction  and  rerun  the  jot. 

21040  SYSTEE  ERROR  WHILE  BEADING  THE  FFT. 

Cause  - Self-explanatory. 

Action  - See  the  system  programmer. 

30001  NO  TRANSACTION  REPORT  NAME  HAS  SPECIFIED  FOR 
THE  RUN.  RON  TERMINATED. 

Cause  - Self- explanatory. 

Action  - Include  the  name  cf  the  first  report  type  on 
the  FMS  control  card  and  make  certain 
succeeding  transaction  report  types  are 
preceded  by  a new  report  card.  Rerun  the  job. 

30002  TRANSACTION  REPORT  - XXXXXXT  - NOT  FOUND  IN 
LIBRARY.  RON  TERMINATED. 

Cause  - Self-explanatory. 

Action  - Include  an  ADD  report  card  to  add  the  report 
name  to  the  library  and  rerun  the  job, 

30003  REPORT  - XXXXXXX  - STATEMENT  - XXXXXX  N 
NCT  FCUND  IN  LIBRARY. 

TRANSACTION  RECORD  FOLLOWS  *♦♦♦ 

Cause  - The  statement  name  on  the  transaction  record 
has  not  been  added  to  the  library. 

Action  - Check  transaction  record  for  error  in 
statement  name  field.  If  an  error  is  found, 
correct  it.  If  record  is  correct,  compile  and 
add  logic  statement  to  library  and  rerun  the 
job.  This  message  is  printed  only  for  the 
first  error  transaction.  Check  other 
transactions  for  the  same  error. 
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3000U 

INVALID  FIELD  NAME  - XIXXXXX  - IN  TRANSACTION 
FIELD.  EEPORT  ID  - XXXXXXX  - STATEMENT  ID  - 
XXXXXX  - TRANSACTION  RECORD  FOLLOWS  ***♦ 

Cause 

- 

The  indirectly-addressed  data  field  in  the 
transaction  record  is  invalid. 

Act  ion 

- 

Correct  the  transaction  record  and  resubmit 
the  corrected  transaction. 

3000  5 

ACVISCRY  MESSAGE  - NO  LIBRARY  UPDATES  WILL  BE 
PERFORMED  WHEN  COM  or  LIB  MODE  IS  OSED  WHEN 
PROCESSING  SEQUENTIAL  FILES*** 

Cause 

• 

Advisory  message  to  caution  user  when 
executing  COM  or  LIE  modes  during  seguential 
file  processing. 

Action 

• 

Library  actions  for  seguential  files  must  be 
made  with  a GEN  (generate)  or  UPD  (update)  FM 
run. 

3000  6 

FOLLOWING  BLOCKS  OF  TRANSACTIONS  CAUSED  I/O 
ERRORS.  DATA  READ  INTO  CORE  WILL  BE  PRINTED. 

C..  • ^ 

- 

This  is  a header  message  for  transaction  input 
errors.  See  ABEND  code  102. 

Action 

- 

See  cause  above. 

30007 

ERROR  READING  ISAM  TRANSACTIONS  OR  SAM  FFT 
RECORDS. 

Cause 

- 

See  ABEND  code  102. 

Ac  ti  on 

- 

See  ABEND  code  102. 

3000  8 

BON  TERMINATED  BY  I/O  ERROR  WHILE  READING 
TRANSACTION. 

Cause 

- 

See  ABEND  code  102. 

Action 

- 

See  ABEND  code  102. 
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3000  9 

Cause 
Action  - 

3001  C 

Cause 

Action  - 

3001  1 

Cause 

Action  - 
30012 

Cause 

Action  - 


RUN  TERMINATED.  TRANSACTION  I/O  ERRORS 
EXCEEDED  LIMIT  OF  100  OCCURRENCES  OR  1000 
LINES  PRINTED. 

See  ABEND  code  102. 

See  ABEND  code  102. 


ABNORMAL  RETURN  FROM  LINK-EDIT;  ATTEMPT  TO 
CONTINUE  HILL  BE  MADE. 

In  attempting  to  perform  a library  action  with 
user  logic  statement  an  error  return  code  was 
passed  to  FM  from  the  OS  Link-Edit. 

Run  will  continue,  and  a specific  error 
message  will  be  returned  from  FM  when  logic 
statement  is  encountered  during  processing. 
The  specific  FM  user  ABEND  code  will  pinpoint 
exact  error. 

INSUFFICIENT  SORT  WORK  SPACE  REQUESTED. 

The  space  allocated  in  the  sort  work  DD  state- 
ment is  insufficient. 

Increase  space  and  resubmit  job. 

DDNAHE-  -ENCOUNTERED  IN  NEW  REPORT  RECORD 
ON  TAPE/DISK  TRANSACTION  SOURCE.  NEW  FEFORT 
RECORD  IGNORED. 

A NEH  REPORT  card  containing  the  optional  DD 
Name  parameter  was  encountered  on  a tape  or 
disk  transaction  source. 

Record  is  ignored.  NEH  REPORT  control  records 
must  be  entered  through  SYSIN  when  utilizing 
the  optional  DO  Name  parameter  to  designate 
multiple  transaction  sources. 
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30013  DDNAME-  -NOT  SCPPORTED  BY  US ER-SU PELIE D 

JCL  STATEMENT.  NEN  REPORT  RECORD  IGNORED. 

Cause  - A NEV  REPORT  card  was  encountered  containing 
the  optional  specification  of  a new 

transaction  source  EC  naae  which  was  not 
supported  by  user-supplied  JCL. 

Action  - NEW  REPORT  card  ignored.  Run  continues. 

Rerun  FM  after  correctly  supplying  required 
JCL  DD  statenent.  Input  to  FM  need  be  only 
the  transaction  source  which  was  ignored  as  a 
result  of  the  error. 

30014  DDNAME-  -NOT  IN  FORM  - ISTRANxx  or 

PSTFANxx.  NEW  REPORT  RECORD  IGNORED. 

Cause  - A NEH  FEPORT  card  was  encountered  containing 

the  cptional  specification  of  a new 

transaction  source  CD  nane.  However,  the  DD 
Dane  supplied  did  not  confora  to  required 
foraat  of  PSTRANxx  for  sequential  organization 
or  ISTRANxx  for  indexed  sequential 

organization. 

Action  - NEW  REPORT  card  ignored.  Run  continues. 

Rerun  FM  after  correcting  DD  Name  to  conform 


to  standards.  Input 
transaction  source 
result  of  the  error. 

to  FM 
which 

need 

was 

be  only 
ignored 

the 

as  a 

30016 

STATEMENT  IXTTJX  FOR  REPORT 

xxxxxxx 

IS 

INCOMPLETE  ON  THE  DATA  FILE. 

Cause  - Probable  machine  malfunctions  during  run  which 
added  the  logic  statement  to  the  file. 

Action  - Delete  logic  statement  and  recompile. 

31000  UPDATE  RECORD  ID  NOT  WITHIN  SEGMENT  BCONDARY. 

UPDATE  RECORD  ID  FOLLOWS  ***. 

Cause  - Self-explanatory. 
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Action 

#31001 

C ause 
Act  ion 
#31002 

Cause 

Action 

#31003 

Cause 

Action 

#31004 

Cause 

Action 

#31005 

Cause 

Ac  ti  on 

#31006 

Cause 


The  update  record-transact ion  is  skipped. 
Check  for  errors  and  determine  action  to  be 
performed. 

LIMIT  IGNORED  - NO  CORE  FOP  WORK  AREA. 
Self-explanatory. 

Re-run  job  with  increased  region  size. 

INVALID  PARTIAL  FIELD  NOTATION. 

Self -explan  atory . 

Check  rules  for  specifying  partial  field 
notation, 

INVALID  OPERATOR 

Invalid  relational  operator  specified. 

Check  list  of  valid  relational  operators. 
CANNOT  FIND  2 VALUES  FOR  -BT-. 

Two  values  were  not  specified  on  LIMIT  control 
card. 

Specify  2 values  on  control  card;  i.e.  A/B. 
VALUE  LENGTH  0 OR  TOO  LONG. 

Literal  on  control  card  not  equal  in  length  to 
field  or  group. 

Hake  sure  literal  and  field  or  group  to  be 
compared  are  equal  in  length. 

FIELD  IS  NOT  HIGH  ORDER  POSITION  OF  MAJOR 
CONTROL. 

Self -explanatory . 


< i 
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Action  - Bake  field,  group,  or  the  partial  field  HOP  of 
Biajor  control. 

3,2  FH  Proper  Error  Messages 

The  following  error  codes  are  printed  without  a aessage 
during  FH  Proper.  Depending  on  the  error  condition, 
infornation  about  the  status  of  the  run  is  printed.  The 
items  printed  are  the  transaction  record,  statement  and 
report  names,  data  record  ID,  update  record  ID,  subroutine 
name,  and  the  record  that  caused  an  I/O  error.  The  error 
codes  are  listed  below  with  a description  of  the  error  cause 
and  the  appropriate  corrective  actions  to  be  taken. 


50102 

PROCESSING  ATTEMPTED  ON  INACTIVE  SUBSET. 

Cause 

Logic  statement  attempted  to  perform  actions 
on  a subset  prior  to  activation. 

Action  - 

Activate  the  subset  through  use  of  the  POOL 
instructions  'POS,  *POV',  or  BSS,  before 
processing  fields  in  the  subset. 

5010  4 

PROCESSING  BLOCK  FULL  ON  A MOVE  TO  A VARIABLE 
SET, 

Cause 

Self- explanatory. 

Action  - 

Check  to  ensure  there  is  no  loop  in  the  logic 
statement.  If  there  is  no  loop,  see  the 

system  programmer. 

50105 

PROCESSING  ATTEMPTED  ON  INACTIVE  SUBSET. 

INDIRECT  ADDRESSING. 

Cause 

Logic  statement  attempted  to  perform  actions 
on  a subset  prior  to  activation. 

Action  - 

Activate  the  subset  through  use  of  the  FOOL 
instructions  'POS*,  'POV,  or  'BSS'  before 
processing  fields  in  the  subset. 

50106 

HOVE  TC  VARIABLE  FIELD  HILL  MAKE  THE  RECORD 
TCO  LCNG. 

i 
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Cause 

Action  - 

50500 

Cause 

Ac  ti  on  - 

50501 

Cause 

Action  - 

5050  3 

Cause 

Action  - 


The  variable  field  has  been  increased  tc  such 
a size  that  the  record  cannot  contain  the 
characters  to  be  added. 

If  possible,  reduce  the  aaount  of  variable 
data  in  the  transaction  and  resubmit  the 
transaction. 

HCDE  ERROR  IN  INDIR ECTLY- ADDRESS  ED  FIELD 

FOR  MOVE  INSTPOCTION. 

Indirectly- addressed  fields  are  resolved  at 
execution  time  and  a mode  error  has  been 
detected . 

Check  the  operation  involving  the  field. 

Correct  and  resubmit  the  transaction. 

CCNVEESION  ERROR  IN  MOVING  DATA  TO  A 

COORDINATE  FIELD  USING  INDIRECT  ACDRESSING. 

The  data  in  the  indirectly-addressed  field 
does  not  conform  to  FES  standard  internal  or 
external  coordinate  data  format. 

Correct  logic  statement  if  in  error  or 
correct  the  (transaction)  data  field  content. 

DECIMAL  NUMBER  TO  BE  CONVERTED  TC  BINARY  IS 
CUTSICE  THE  RANGE  ♦ 2,  1U7,  483,647. 

A conversion  to  binary  operation  resulted  in 
a fixed-point  divide  exception  because  the 
binary  number  could  not  be  contained  in  one 
register  (31  bits  plus  sign)  . 

Transaction  data  being  moved  to  numeric 
(binary)  fields  and  binary  work  areas  must  be 
constrained  to  the  range  ♦2,147,463,647. 
Since  all  arithmetic  operations  performed 
within  the  logic  statement  utilize  fixed  point 
arithmetic,  results  of  computations  must  also 
be  within  this  range  of  values.  Where 
computations  can  be  deferred  to  CF(i.e. , 
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perfocaed  within  the  BI),  results  nay  be  up  to 
15  deciaal  digits  since  deciaal  arithaetic  is 
used. 

50505  CCNVEBSION  CF  DECIMAL  FIELD  WITH  INCORBECT 

SIGN  BITS. 

Cause  - A conversion  to  binary  operation  detected  a 
decimal  field  with  incorrect  sign  bits 
(probably  a blank  in  the  rightmost  position  of 
the  numeric  transaction  field). 

Action  - Check  the  transaction  record  to  determine  the 
invalid  field.  If  transaction  record  is  not 
displayed,  see  system  programmer. 

50606  PROCESSING  BLOCK  FULL  ON  POSITIONING  OF 

SUBSET. 

Cause  - Self-explanatory. 

Action  - Check  to  ensure  there  is  no  loop  in  the  logic 

statement.  If  there  is  no  loop,  see  the 

system  programmer. 

50507  DUPLICATE  RECORD  IE  CAUSEE  BY  HCT  OR  MCW. 

Cause  - Self-explanatory. 

Action  - The  duplicate  record  has  not  been  added  to  the 
file.  Correct  the  transaction  and  rerun. 

50700  PROCESSING  BLOCK  FULL  ON  BUILD  SUBSET. 

Cause  - Self-explanatory. 

Action  - Check  to  ensure  there  is  no  loop  in  the  logic 

statement.  If  there  is  no  loop,  see  the 

system  programmer. 

50702  KEYWORD  FIELD  NNN  PROCESSING  BLOCK  FULL  WHERE 

NNN  IS  THE  FIELD  ID  - SET  NUMBER  AND  HOP. 
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Cause  - Insufficient  core  in  input  processing  block  to 
build  old  value  word  list;  value  not 
processed . 

Action  - See  the  system  programmer;  use  UTNDXSPC  to 
delete  and  add  the  field  index  for  proper 
index  data  set  maintenance. 

50800  MODE  ERROR  IN  INDIRECTLY-ADDRESSED  FIELD. 

Cause  - Indirectly-addressed  fields  are  resolved  at 
execution  time  and  a mode  error  has  been 
detected. 

Action  - Check  the  operation  involving  the  field. 

Correct  and  resubmit  the  transaction. 

5090 C EXCESSIVE  BRANCHES  TO  A LABEL. 

Cause  - The  label  has  been  branched  to  by  an 

instruction  more  than  999  times.  Processing 
of  this  transaction  is  halted. 

Action  - Check  to  ensure  there  is  no  loop  in  the  logic 

statement.  If  there  is  no  loop,  override  the 

instruction  counter  on  the  library  action 

Ccir  d. 

51001  FIXED  SET  DOES  NOT  EXIST  FOR  DIRECT  SOBSET 

UPDATE. 

Cause  - The  fixed  set  had  not  been  created. 

Action  - Create  the  fixed  set  before  attempting  direct 
subset  updating  on  the  record. 

51005  TOO  MANY  RANGE  TRANSACTIONS;  RUN  TERKINATED. 

Cause  - More  than  75  range  transactions  were 

processed. 

Action  - Break  the  run  into  twc  or  more  PM  runs. 
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51006 

Cause 

Action  - 


51008 

Caus  e 

Act  ion 

5150  1 


Cause 

Action 

51503 


DUPLICATE  SUBSET  GENERATED  BY  HCS. 

The  user  attempted  to  change  the  control  field 
of  an  existing  subset  such  that  it  would 
become  a duplicate. 

The  existing  subset  control  field  is  left 
unchanged.  Any  other  fields  in  that  subset 
which  were  changed  will  remain  changed.  The 
subset  whose  control  fields  matched  the 
duplicate  is  unchanged.  Correct  the 
transaction  and  resubmit  the  job, 

DUPLICATE  SUBSET  GENERATED  BY  MCS 

The  user  attempted  to  change  the  control  field 
of  a new  subset  such  that  it  would  become  a 
duplicate. 

The  new  subset  is  deleted.  The  subset  whose 
control  field  matched  the  duplicate  is 
unchanged.  Correct  the  transaction  and 
resumit  the  job. 

KEYWORD  FIELD  NNN  MEMBER  NOT  IN  LIERAFY  - 7. 
WHERE  NNN  IS  THE  FIELD  ID  AND  T IS  A MEMBER 
ID: 


1 - Scan  Subroutine 

2 - Stop  Word  Table 

3 - Dictionary 

- Self-explanatory, 

- See  the  system  programmer;  use  UTNDXSPC  to 
delete  and  add  the  field  index  for  proper 
index  data  maintenance. 

KEYWORD  FIELD  NNN  HEPBER  LOAD  FAILURE  - X 
WHERE  NNN  IS  THE  FIELD  ID  AND  X IS  A MEMBER 
ID: 

1 - Scan  Subroutine 

2 - Stop  Word  Table 
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3 - Dictionary 

Cause  - Self-explanatory, 

Action  - See  the  system  pro<7r aomer ; use  UTNDXSFC  to 
delete  and  add  the  field  index  for  proper 
index  data  set  maintenance. 

51505  INSUFFICIENT  CORE  FOR  SUBROUTINE. 

Cause  - Self-explanatory. 

Action  - See  the  system  programmer. 

•515C6  AITEMET  TC  CONVERT  INVALID  CCORD  DATA. 

Cause  - Invalid  coordinate  data  was  supplied  tc  a 
ccmpare  instruction. 

Action  - Hake  sure  data,  mode  of  data,  and  address  of 
data  is  correct.  If  error  persists,  see 
systems  programmer. 

51507  SUBROUTINE  NOT  FOUND  IN  LIBRARY. 

Cause  - Self-explanatory. 

Action  - Add  subroutine  to  library  and  resubmit  the 
affected  transactions. 

51509  INVALID  SUBROUTINE  OUTPUT  FOR  'TBl*  'VAl',  AND 

•GBN»  INSTRUCTIONS.  LOG  HAS  SPECIFIED. 

Cause  - Self-explanatory. 

Action  - Since  the  instruction  specified  the  legging 
action,  nc  action  is  needed. 


ERROR  CODES 


Action  - Take  action  described  for  specified  error 
cessage. 


172 

ISAM  DATA  FILE  I/O  ERROR  DORIRG  FILE 
UPDATE. 

Cause  - 

The  error  described  by  the  last  error 
message  printed  by  the  file  processor 
resulted  in  the  ABEND. 

Action  - 

Take  action  described  for  specified  error 
message. 

204 

ERROR  READING  DATA  FILE  DURING  FILE 

UPDATE. 

Cause 

During  a file  update,  a permanent  read 
error  was  encountered  by  the  system  while 
processing  Range  statements. 

Action  - 

Restore  file  from  a backup  copy  and  rerun 
the  job. 

231 

ERROR  READING  DATA  FILE. 

See  ABEND  code  172  for  cause  and  action. 

400 

I/O  ERROR  READING  DATAFILE. 

Cause 

A permanent  I/O  error  was  encountered  by 
the  system  while  attempting  tc  READ 

DATAFILE . 

Action  - 

Rerun  the  job.  If  error  persists,  see 
the  system  programmer. 

707 

ERROR  COHPILATICN  ILLEGAL  FCR  EXECUTE 
CNLY  PROCEDURE.  RUN  TERMINATED  WITH 

ABEND  707. 

Cause 

User  attempted  to  compile  a logic  state- 
ment using  the  procedure  FMEX, 
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• nO'"' 


U09U 


(A) 


(B) 


(C) 


Action  - 


Dne  the  procedure,  FM,  or  remove  the 
lo.jic  std«-enient  from  the  run  deck. 


I NEUT/OIJ'^PIJT  ERROR  P’^ACING  A WORK  FILE 


Cause  - An  I/O  error  *(ds  encountered  b>  the 
system  when  it  attempted  to  read  the  file 


containing  GEN 

instruct"  ions. 

or 

ED  IT 

macro 

Action  - 

Rerun  job.  If  error 

systems  [>rogramraer. 

persists. 

see 

ERROR  OCCURRED  W h IL E 
LOGIC  STATEMENT. 

PPOC 

SSSING  AN 

NFL 

Cause 

The  message  (and 

code) 

piece dine 

the 

ABEND  described  the  cause  of  the  error. 
Possible  messages  and  recommended  actions 
are  as  f o 1 lows  : 


Message-  NFL  PASS  1 *♦* 

***  UNARLE  TO  CONTINUE  MESSAGE  CCCE 
(See  Selow) 

***  DIAGNOSTIC  MESSAGE 


Cause 
Action  - 

Cause 
Action  - 

Cause 
Action  - 


FMFLUC  DATA  SET  NOT  OPENED. 

Self -explanatory. 

Check  the  JCL  and  resubmit  the  jot. 
SCRTWK01  DATA  SET  NOT  OPENED. 
Self-explanatory. 

Check  the  JCL  and  resubmit  the  job. 
SORTWK03  DATA  SET  NOT  OPENED. 
Self-explana»-oty. 

Check  th«>  JCL  and  resubmit  the  jot. 
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(D) 

FHFLUD  I/O  READ  ERROR. 

Cause 

Self-exp  la  natcry. 

Action  - 

Resubmit  the  job. 

(E) 

SORTUKC1  I/O  WRITE  ERROR 

Cause 

Self-explanatory . 

104.1 


CH-2 


ERROR  CODES 


1 = SYSOTl 

2 = SYS0T2 

3 = SYSUT3 


The  character  position  is  used  to  indicate 
the  error. 


Blank 

= Hissi 

nq  ID 

1 card,  supply 

required 

DD 

ca  rd. 

4 

= Du  p 1 i 

cat  e 

DSNAME,  rerun 

job. 

8 

= No  Sp 

ace  o 

n disk,  clean 

VTOC,  or 

supply 

dif  fe 

rent 

di  sk . 

12 

= Peraa 

nent 

I/O  error,  con 

tact  loc 

al 

IBM  r 

epr  es 

entat  iv  e. 

20 

= Reque 

sted 

quantity  not  a 

vailable 

9 

clean 

VTCC 

, or  supply  di 

f f erent 

disk. 

002  SYSTEM  ERROR  - INVALID  SYNTAX  IN  SYSTEM 

INTERMEDIATE  WORK  QUEUE. 

003  INVALID  NUMERIC  LITERAL  > THE  NUMERIC 

LITERAL  IS  LONGER  THAN  THE  FIELD  WIDTH. 
THIS  HAY  ALSO  EE  CAUSED  BY  AN  EXCESSIVE 
NUMBER  OF  LEADING  ZEROS. 

004  UNBALANCED  DELIMITERS  - THE  E KD  CF  THE 

INPUT  STATEMENT  WAS  ENCOUNTERED  BEFORE 
THE  ENDING  DELIMITER,  ASSUMED  AT  END  OF 
STATEMENT. 

005  INVALID  SYNTAX  - SKIPPING  TO  NEXT 

OPERATOR,  OPERATOR  INITIATOR,  OR 
STATEMENT  TERMINATOR. 

006  MULTIPLE  DEFINITION  - ONLY  ONE  USE  OF 

THIS  OPERATOR  IS  PERMITTED. 

007  INVALID  LITERAL  - THE  CLASSIFICATION 

LITERAL  IS  A RESERVED  WORD  OR  CONTAINS  A 
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SPECIAL  CHARACTER  AND  MOST  BE  ENCICSEC  IN 
APOSTROPHES. 

008 

INVALID  CLASSIFICATION  - THE 
CLASSIFICATION  LITERAL  SXCEEES  THE 
MAXIMUM  ALLOWED  LENGTH. 

009 

INVALID  FILE  NAME  - THE  FILE  NAME  IS  A 
RESERVED  WORD  OR  CONTAINS  A SPECIAL 

CHARACTER  AND  MUST  BE  ENCLOSED  IN 

APOSTROPHES. 

010 

INVALID  FILE  NAME  - THE  FILE  NAME  EXCEEDS 
THE  MAXIMUM  ALLOWED  LENGTH. 

Oil 

INVALID  QUERY  NUMBER  - THE  QUERY  NUMBER 
MUST  BE  A NUMERIC  LITEFAL  OF  FOU F DIGITS 
CR  LESS. 

012 

INVALID  FIT  NAME  - THE  PIT  NAME  IS  A 
RESERVED  WORD  CR  CONTAINS  A SPECIAL 

CHARACTER  AND  MUST  BE  ENCLOSED  IN 

APOSTROPHES. 

013 

INVALID  FIT  NAME  - THE  RIT  NAME  EXCEEDS 
THE  MAXIMUM  ALLOWED  LENGTH. 

014 

WARNING  THE  NUMBER  OF  LINES  TO  BE 

SPACED  IS  LARGER  THAN  THE  NUMBER  CF  LINES 
PER  PAGE  (CEFAULT=1)  . 

016 

CLASSIFICATION  ERROR  - THE  CLASSIFICATION 
DOES  NOT  MATCH  THE  CLASSIFICATION  CF  THE 
FILE. 

017 

NCISE  WORD  - IGNORED. 

018 

INVALID  SYNTAX  - INPUT  WORD  OR  LITERAL 
EXCEEDS  THE  MAXIMUM  ALLOWED  LENGTH  - 
TRUNCATED  TO  MAXIMUM  LENGTH  (2250). 
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209  INVALID  FIELD  NAME  - KEYWORD  FIELDNAMES 

MUST  BE  DEFINED  AS  KEYWORD  INDEXED 
FIELDS. 

210  SYNTAX  ERROR  - UNBALANCED  PARENTHESIS. 

211  SYNTAX  ERROR  - INVALID  OPERATOR,  INCLUDES 

IS  ONLY  LEGAL  OPERATOR  FOR  KEYWORD 
STATEMENT. 

212  SYNTAX  ERROR  - DATA  VALUE  CF  KEYWORD 

STATEMENT  NOT  S EL F- DEFIN IN G TERM  OR 
LITERAL. 

213  ILLEGAL  KEYWORD  STATEMENT.  EITHER  MORE 

THAN  CNE  KEYWORD  STATEMENT  IS  PRESENT  OR 
IT  IS  AFTER  THE  IF  STATEMENT. 

214  INVALID  OPERATOR  - FIELD  NAME 

CCMEINATION.  CONTAINS  NOT  ALLOWED  ON 
NUMERIC  FIELDS. 

215  INVALID  SYNTAX  - USER  DEFINED  SOM  LENGTH 

INVALID. 

216  INVALID  FILE  ACCESS  - USER  DOES  NCT  HAVE 

EFCPER  AUTHORITY  TO  ACCESS  FILE.  QUIP 
TERMINATED. 

217  OPT  MSG  GENERATED  BY  VALIDATION  ROUTINE. 

MSG  SAVED  IN  TCT  ABU/AFA  BY  IPT200. 


218  INVALID  NAME  - THE  NAME  FOR  THE  SUBFILE 

IS  NCT  A VALID  NIPS  NAME. 

219  ALLOCATION  ERROR  - ALLOCATION  OF  THE 

SUBFILE  DATA  SET  WAS  NOT  SUCCESSFUL. 

220  THE  SECONDARY  INDEXING  FEATURE  OF 

RETRIEVAL  WILL  BE  BYPASSED.  THE  REASON 
CODE  IS  PRINTED  IN  THE  STATEMENT  NUMBER 
COLUMN. 
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Note;  Codes  are: 

1 - There  are  no  Index  Field  Descriptor 

Records  in  the  file  even  though  the 
file  B-reccrd  indicates  the  file 
is  indexed.  This  is  a systen  error. 

2 - There  is  no  core  available  for  the 

Secondary  Indexing  work  area.  Increase 
the  region  size. 

221  DATA  SET  NOT  FOUND  - THE  REQUESTED 

SUBFILE  COULD  NOT  BE  LOCATED. 

222  DUPLICATE  SUBFILE  NAME  - THE  NAME 

SPECIFIED  FOR  THE  SUBFILE  HAS  ALREADY 
BEEN  ASSIGNED. 

223  INVALID  USE  CP  OPERATOR  - CNIY  ONE 

SUBFILE  OPERATOR  IS  ALLOWED  in  A QUERY. 

224  INVALID  REQUEST  - 'SUBFILE*  DD  STATEMENT 

NOT  FOUND. 

225  INVALID  USE  OF  OPERATOR  - THE  SUBFILE 

OPERATOR  WAS  USED  WITHOUT  A RETRIEVAL 
TYPE  OPERATOR  IN  THE  QUERY. 

227  BAD  CALL  TO  INSTALLATION  VALIDATION 

SUBROUTINE. 

228  INVALID  COORDINATE  OVERLAP  - POINT  TO 

POINT,  LINE  TO  POINT,  AND  POINT  TC  LINE 
COMPARISONS  ILLEGAL  WITH  OVP  OPERATOR. 

229  SYSTEM  LIMITS  EXCEEDED  - THE  MAXIMUM 

NUMBER  OF  FUNCTION  ARGUMENTS  HAS  BEEN 
EXCEEDED. 

230  INVALID  REQUEST  - THE  FUNCTION  ARGUMENT 

MAY  NOT  BE  FROM  THE  'SORTKEY*  OR  THE 
RESULT  OF  A 'COMPUTE'  OPERATOR. 
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231 

232 

233 

234 

235 

236 

237 

238 

239 

240 


SYNTAX  ERROR  - INVALID  FUNCTION  PARAMETER 
LIST  ENTRY. 

SYNTAX  ERROR  - A MAJOR  SYNTAX  ERROR 
CCCURRED  IN  THE  FUNCTION  PARAMETER 
STRING. 

FUNCTION  NOT  lOCATED  - THE  RECUESTED 
FUNCTION  CAN  NOT  EE  LOCATED. 

INVALID  USE  OF  COORDINATE  LITERAL  - THE 
FIELD  AGAINST  WHICH  THE  LITERAL  IS  TO  BE 
COMPARED  MUST  EE  EITHER  A LATITUDE  OR  A 
LONGITUDE. 

WARNING  - OBJECT  IS  LONGER  THAN  BINARY 
EIELD  AGAINST  WHICH  IT  IS  TO  BE  COMPARED. 
CONVERSION  OF  OBJECT  TO  INTERNAL  FORMAT 
HAS  PERMITTED  RETRIEVAL  TO  PROCEED 
NORMALLY. 

WARNING  - LEADING  ZEROS  OR  ALGEBRAIC  SIGN 
CAUSED  INPUT  LITERAL  TO  EXCEED  LENGTH  OF 
FIELD  AGAINST  WHICH  IT  IS  TO  BE  COMPARED. 
ZEROS  HAVE  BEEN  TRUNCATED  OR  THE  SIGN  HAS 
BEEN  INCORPORATED. 

CONVERSION  SUBROUTINE  ERROR  - ERROR 
OCCURRED  DURING  EXECUTION  CF  SPECIFIED 
INPUT  SUBROUTINE. 

CONVERSION  SUBROUTINE  ERROR  - ERROR 
OCCURRED  DURING  EXECUTION  CF  SPECIFIED 
INPUT  SUBROUTINE. 

CONVERSION  SUBROUTINE  ERROR  - ARGUMENT  OF 
INPUT  SUBROUTINE  EXCEEDS  MAXIMUM  SIZE 
EXPECTED  BY  THAT  ROUTINE. 

CONVERSION  SUBROUTINE  ERROR  - MODE  OF 
FUNCTION  FROM  INPUT  SUBROUTINE  CONFLICTS 
WITH  THAT  OF  SUBJECT  FIELD. 
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241 

CONVERSION  SUBROUTINE  ERROR  - QUIP  DOES 
NOT  PRESENTLY  SUPPORT  INPU"^  SUBROUTINES 
WHOSE  ARGUMENTS  ARE  BINARY  OP  COORDINATE. 

242 

CONVERSION  SUBROUTINE  ERROR  - THE 

FUNCTION  FROM  THE  SPECIFIED  INPUT 

SUBROUTINE  EXCRECS  SIZE  OF  FIELD  (AFTER 

APPLYING  PARTIAL  FIELD  NOTATION  IF 

SPECIFIED)  . 

243 

INVALID  COORDINATE  LITERAL  - COORDINATE 
LITERAL  IS  OF  IMEROPER  FORM. 

244 

INVALIE  USE  OF  GEOGRAPHIC  CPEEATOP  - 
GECGRAFHIC  OPERATORS  REQUIRE  SUBJECTS  IN 
COORDINATE  MODE. 

245 

INVALID  LITERAL  - THE  LITERAL  USING  THE 
UNIVERSAL  HATCH  CAPABILITY  IS  LONGER  THAN 
THE  FIELD  AGAINST  WHICH  IT  IS  TO  BE 
COMPARED  (AFTER  APPLICATION  OF  PARTIAL 
FIELD  NOTATION  IF  SPECIFIED). 

*246 

INVALID  USE  OF  UNIVERSAL  MATCH 
CAPABILITY.  THE  UNIVERSAL  MATCH 
CAPABILITY  MAY  NOT  BE  APPLIED  WITH 
LITERALS  REQUIRING  INPUT  SUBROUTINES. 

247 

INVALID  USE  OF  UNIVERSAL  MATCH  CAPABILITY 
- THE  S MAY  NOT  BE  USED  AS  A UNIVERSAL 
MATCH  CHARACTER  AGAINST  BINARY  OR 
COORDINATE  FIELDS. 

248 

INVALID  LITERAL  - LITERALS  CONTAINING 
SPECIAL  CHARACTERS  MUST  BE  ENCLOSED  IN 
SINGLE  QUOTES. 

249 

INVALID  COORDINATE  LITERAL  - CCCRDINATE 
LITERAL  CONTAINS  INVALID  CHARACTER. 

250 

INVALID  NUMERIC  LITERAL  - NUMERIC  LITERAL 
CONTAINS  INVALID  NONDIGIT  CHARACTER. 
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251 

INVALID  USE  OF  COORDINATE  LITERAL 
COORDINATE  LITERALS  ARE  REQUIRED  TO  BE 
EITHER  A LATITUDE  OR  A LONGITUDE  WHEN  NOT 
APPEARING  AS  THE  OBJECT  OF  A GEOGRAPHIC 
OPERATOR . 

252 

INVALID  NUMERIC  LITERAL  - EINAPY  AND 
DECIMAL  LITERALS  MAY  NOT  BE  ENCLOSED  IN 
QUOTES. 

253 

IF  STATEMENT  ERROR  - ONLY  TWO  SETS  MAY  BE 
REFERENCED  IN  A SINGLE  CLAUSE.  IF  TWO 
ARE  REFERENCED  ONE  MUST  BE  THE  FIXED  SET. 

254 

IF  STATEMENT  ERROR  - SUBJECT  AND  OBJECT 
MODES  ARE  NOT  COMPATIBLE.  ALPHA  DECIMAL 
AND  COORDINATE  SUBJECTS  REQUIRE  ALPHA, 
DECIMAL  AND  COORDINATE  CEJECTS, 

RESPECTIVELY.  BINARY  SUBJECTS  REQUIRE 

BINARY  OR  DECIMAL  OBJECTS. 

255 

FEATURE  NOT  YET  AVAILABLE  - THIS  FEATURE 
HAS  NOT  YET  BEEN  MADE  AVAILABLE  IN  QUIP. 

256 

INVALID  SUBFILE  RESTART  - SUBFILE  ALREADY 
ACTIVE.  SIGNOFF  REQUIRED  FIRST. 

257 

SUBFILE  RESTART  FAILURE  - CANAOT  LOCATE 
FEQUESTED  DATA  SET. 

258 

INVALID  SUBFILE  RESTART  - SIGNON  MUST  BE 
FIRST  AND  ONLY  STATEMENT. 

#259 

SUBFILE  TRACE  - TRACE  MUST  BE  THE  ONLY 
QUERY  STATEMENT. 

*260 

SUBFILE  TRACE  - UNIDENTIFIABLE  STATEMENT 
OPERAND. 

• 261 

SUBFILE  TRACE  - SUBFILE  FUNCTICN  IS 

INACTIVE. 

•262 

SUBFILE  TRACE  - UNABLE  TO  LOCATE  THE 

SUBFILE  DATA  SET. 
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«263 

SUBFILE  TRACE  - SUBFILE  DATA  SET  OPEN 
FAILURE. 

• 26U 

SUBFILE  - UNEXPECTED  PDS  DIRECTORY  ERROR 
- FIND  HACRO  FAILURE. 

' 

*266 

INVALID  REFERENCE  - THE  SORT  OPERATOR 
REFERENCED  A FIELD  FROM  A PERICCIC  SET 
WHICEJ  MAS  NOT  RETRIEVED  WITH  A RETRIEVAL 
STATEMENT. 
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Cause  ■*  Self  explanatory.  (NSG.  generated  by  CIPERR) 

Action  - See  Systea  Halntenance  Progranaer. 

1051  USABLE  TO  OPEN  filenaae. 

Cause  - Self-explanatory.  (MSG.  generated  by  QIPERR) 

Action  - Correct  the  problea  and  rerun. 

1052  UNABLE  TO  MOUNT  filename. 

Cause  - Self-explanatory  (MSG.  generated  by  QIPERR.) 

Action  - Correct  the  problem  and  rerun. 

1053  QUIP  TERHINATED  BY  USER  ABEND  CODE  nnnn. 

Action  - See  Section  6.2.3,  QUIP  User  ABEND  Codes,  for 
explanation. 

#1054  LACK  CF  CORE  FOR  EXPANSION  OF  COMEFESSION 

CCMPACTICN  DATA  RECORIS. 

Cause  - The  problem  occurred  in  the  NIPS  system 
subroutine  IPBLDPB  where  an  attempt  was  made 
to  obtain  core  for  the  expansion  of  a C/C 
record. 

Action  - Increase  the  region  size  and  rerun  the  job. 

#1055  COHPRESSICN  COMPACTION  RECORD  CANNOT  BE 

EXPANDED.  RBCORD=XXXXXXXXyXXXXX. 

Cause  - The  UTEXPAND  utility  was  unable  to  expand  the 
data  record  identified  following  'FECCFC=*  in 
the  message. 

Action  - Probable  program  logic  error.  Consult  NIPS 
System  Maintenance  grcup. 

1056  QUERYLIB  DD  STMT  NC  LONGER  USED  TC  STORY 

QUERY.  NC  LIBRARY  *CTlON  TAKEN. 
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Cause  - The  user  attempted  to  store  a query  by  using 
the  defunct  QUERYLIE  DD  statement. 

Action  - See  Section  10,  Otility  Support,  Volume  VII  of 
the  NIPS  Users  Manual  for  the  procedure  for 
storing  the  query. 

1057  SUBFILE  PDS  SPACE  EXCEED  - D37, 

Cause  - A subfile  PCS  WRITE  resulted  in  a system  D37 
ABEND. 

Action  - SIGNOFP  to  scratch  the  existing  PDS,  then 
SIGNON  with  SUBFILE  to  allocate  a new  PDS.  If 
this  error  occurs  frequently,  see  the  system 
programmer  to  allocate  more  space  for  the  PDS. 

1058  NC  DIFECTORY  SPACE  AVAILABLE  FOR  SUBFILE  PDS. 
SUBFILE  NCT  CRSATEL. 

Cause  - The  directory  of  the  subfile  partitioned  data 
set  has  been  filled.  No  entry  could  be  made 
for  the  requested  subfile. 

Action  - No  new  subfile  can  be  added  to  the  subfile 
partitioned  data  set.  See  systems  programmer 
concerning  the  allocation  of  more  directory 
space  for  future  subfile  processing. 

1059  I/O  ERROR  UPDATING  DIRECTORY  OF  SUBFILE  PDS. 
SDBILFE  NCT  CREATED. 

Cause  - An  attempt  to  update  the  directory  of  the 
subfile  partitioned  data  set  resulted  in  an 
I/O  error. 

Action  - Rerun  the  query.  If  the  problem  persists, 
contact  system  maintenance  for  further 
analysis. 

1060  CATALOG  OF  PDS  NOT  SUCCESSFUL.  SIGNON 
RECOVERY  WILL  MOT  BE  POSSIBLE. 
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Cause 


Acti on 


1061 


An  attempt  to  catalog  the  subfile  partitioned 
data  set  just  allocated  failed. 

Subfile  creation  and  processing  can  ftcceed, 
but  in  the  event  a restart  of  the  TP  control 
program  is  required  the  subfile  PDS  previously 
created  will  not  be  available, 

DUPLICATE  SOBfILE  NAME.  SUBFILE  NOT  CHEATED. 


Cause  - The  name  assigned  to  the  subfile  to  be  created 
by  the  current  query  has  already  been  assigned 
to  a subfile  that  is  a member  of  this  PDS. 


Action  - Change  the  name  of  the  subfile  and  execute  the 
query  again. 


6.2.  3 QUIP  User  ABEND  Codes 

QUIP  may  generate  the  following  user  ABEND  codes: 

9111-  A system  ABEND  9C1  through  p'CF  has  been 
intercepted  by  QUIP  Executive  SPIE. 

992-  A system  ABEND  j>Cl  through  (XCE  has  been 
intercepted  by  Translator  Executive  SPIE, 

003-  QUIP  system  error. 

Occurrence  of  these  ABENDS  will  require  assistance  of 
System  Maintenance  Programmer  for  correction. 

When  a user  has  entered  an  invalid  file  classification 
at  a terminal,  the  CLASSIFICATION  ERROR  message  will  be 
displayed  and  the  run  will  be  terminated.  When  operating  in 
the  batch  partition,  the  following  message  will  be  displayed 
on  the  computer  operator's  console: 

XIX  WARN.'NG  JOB  jcbname  STEP  stepname  ( proc. ste pname) 

THE  OUTPUT  FROM  THIS  JOB  HAY  BE  INCORRECTLY  CLASSIFIED. 
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The  CLASSIFICATION  ERROR  message  will  be  printed  on  the 
output  and  the  report  will  be  printed  with  the  user  *s 
classification . 

6, 2. U Secondary  Indexing  and  Keyword  Indexing  in  COIP 

In  addition  to  the  errors  described  in  the  previous 

sections,  error  conditions  interpreted  by  Index  Processing 
■ay  occur.  Messages  describing  these  are  found  in  Section 
4,12,  Index  Processing  Messages,  QUIP  uses  the  saie  Index 
Processing  and  Keyword  Processing  programs  as  RASP, 

6.3  SODA  Error  Messages 

* THE  HOLD  FILE  IS  NEARING  CAPACITI.  YOU  SHOULD  UPDATE  CH 
CANCEL  ALL  SCCN. 

Cause  - Updated  records  have  filled  more  than  80X 
of  HOLD  FILE. 

Action  - Transactions  may  still  be  entered 

UPDATE  ALL  or  CANCEL  ALL  should  be 

entered  when  convenient. 

THE  HOLD  FILE  IS  FULL.  YOU  CAN  NOT  PROCEED  UNTIL  YOU 
UPDATE  OR  CANCEL  ALL.  YOU  MAY  THEN  REENTER  THIS 
TRANSACTION. 

Cause  - The  HOLD  FILE  is  full. 

Action  - The  present  transaction  is  net  processed. 

UPDATE  ALL  or  CANCEL  ALL  must  be  entered 
prior  to  another  transaction. 

I/O  ERROR  CN  HCLD  FILE. 

Cause  - I/C  error  reading  key  dictionary  member 

from  HOLD  FILE. 

Action  - Retry  transaction.  UPDATE  or  CANCEL  ALL, 
if  unsuccessful. 

I/O  ERROR  WHILE  READING  HCLD  FILE  RECORDS. 
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Cause  - I/O  error  on  HOLD  FILE. 

Action  - The  transaction  is  retained  on  IBC.  Re- 
try or  CANCEL. 

I/O  ERROR  WHILE  BEADING  (FILE)  (KEY). 

Cause  - I/O  error  on  master  file. 

Action  - The  transaction  is  retained.  It  nay  be 
retried.  If  this  error  is  persistent, 
the  file  nay  have  to  be  reorganized  or 
hardware  malfunctions  investigated. 

DIRECT  SUBSET  UPDATE  TO  DELETED  RECCRD  (KEY). 

Cause  - Self-explanatory. 

Action  - Transaction  is  saved  on  IHQ. 

DIRECT  SUBSET  UPDATE  TO  NONEXISTENT  RECORD  (KEY)  . 

Self-explanatory. 

Transaction  is  saved  on  IHQ. 

(FILE) . 

I/O  error  reading  master  file  control 
record. 

If  a retry  fails,  and  no  hardware 
malfunction  can  be  found,  the  master  file 
should  be  restored  from  a backup  pricr  to 
further  updating. 

FILE  (FILE)  (KEY). 

I/O  error  reading  the  Raster  File. 

The  transaction  is  retained  on  the  IHQ. 
It  may  be  retried.  If  this  error  is 
persistent,  the  file  nay  have  to  be 


Cause  - 
Action  - 
I/O  ERROR  READING 
Cause  - 

Action  - 

I/O  ERROR  READING 
Cause 
Action  - 
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reorganized  or  hardware  Malfunctions 
investigated . 

I/0*ERR**S0DA*-*TR1. 

Cause  - I/O  error  reading  the  HOLD  PILE. 

Action  - Previous  updates  to  this  record  are  lost. 

Transaction  is  saved  on  IHQ.  The 
transaction  may  be  retried  or  CANCEL  this 
record  key  and  reenter  this  transaction. 


I/0*ERR**S0DA**TR2. 


Cause  - I/O  error  writing  on  the  HOLD  FILE. 

Action  - The  update  tc  this  record  is  lost. 
UPDATE  or  CANCEL  ALL  and  retry. 


I/0*ERR**S0DA  HFl  (FILE)  (TERMINAL)  (KEY)  . 

Cause  - I/O  error  on  HOLD  FILE. 

Action  - Unable  to  read  the  Key  Dictionary  member. 
Entire  HOLD  FILE  is  canceled. 


I/0*EBROR**SODA  HF2. 
I/O*ERROR**S0DA  HF3. 
I/0*ERB0R**S0DA  HF4. 


Cause  and  Action  same  as  previous. 

I/O*  ERROR**  SODA  HF5  (FILE)  (TERMINAL)  (KEY). 

Cause  - I/O  error  reading  second  block  of  Key 
Dictionary  member. 

Action  ~ Bemainder  of  HOLD  FILE  is  canceled. 
I/0*ERR**S0DA**HF6. 

Cause  - I/O  error  writing  on  HOLD  PILE. 
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Action  - SODA  was  in  the  process  of  modifying  the 
Key  Dictionary  block  of  the  HOLD  FILE. 
Some  or  all  of  the  update  may  be  lost. 
Tty  UPDATE  or  CANCEL  commands. 

I/0*ERROR**SCDA  HEX  (FILE)  (TERMINAL). 

Cause  - I/O  error  on  HOLD  FILE. 

Action  - UPDATE  ALL  was  specified.  One  or  more 
records  could  not  be  updated.  All 
possible  records  were  updated. 

I/0*ERROR**SOCA  MFl  (FILE)  (TERMINAL)  (KEY). 


Cause 

I/O  error  encountered 
update. 

during  the 

file 

Action  - 

All  records  which  could 
been . 

be  updated. 

have 

( 
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6.4  EDIT  Error  and  Diagnostic  Messages 

EDIT  error  aessages  consist  of  three  types:  EDIT 

component  error  messages,  COEDIT  error  messages,  and  batch 
component  TP  error  aessages. 

6.4.1  EDIT  Component  Error  Messages 

The  error  messages  displayed  by  EDIT  are  generally  self- 
explanatory,  and  the  necessary  corrective  action  is  implied. 
Additional  explanation  is  provided  here  following  each 
message. 

These  aessages  are  written  on  the  Edit  Message  Queue 
immediately  following  the  commands  they  reference. 

Each  message  is  identified  by  a 4-digit  number,  a 2- 
digit  prefix  followed  by  a 2-digit  sequence  number;  e.g., 

XXYY  where: 

XX  is  the  prefix  digits  identifying  the  EDIT  routine 

where  the  message  is  generated 

00  = Structure  Errors 
01-20  = Input/Modif icaticn  Command 
30-59  = Output  WORK  Command 
60-89  = Output  ncn-WORK  Command 

Prefix-00  messages  are  a special  category  of  errors 
not  pertinent  to  any  one  single  command.  They 
apply  to  entry  structure  problems  applicable  to  all 
commands. 

yy  is  the  sequence  digits  ecumerating  the  messages  per 
command. 

01-49  = indicates  the  error  occurred  during  the 
validity  check  of  the  command  statement 

50-99  = indicates  the  error  occurred  during  the 
execution  of  a command  function. 

The  error  codes  for  the  commands  are  as  follows: 
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#6,5  FOBHATTER  Error  and  Diagnostic  Messages 

EOBHATTER  error  messages  consist  of  two  types,  the 
Definition  Phase  error  messages  and  the  operational  phase 
error  messages.  Each  error  message  is  identified  by  a five 
digit  number,  starting  with  the  digits  80. 


*6.5.1  Definition  Phase  Error  Messages 

The  following  error  messages  result  from  errors  found 
during  the  FORMATTER  Definition  Phase.  FORMATTER  will 
examine  the  entire  format  definition  for  errors  and  write 
the  appropriate  error  messages  on  the  OHQ  or  printer.  If 
FORMATTER  discovers  any  errors,  the  format  definition  will 
not  be  added  to  the  user  library. 

For  most  of  the  errors,  the  corrective  action  is  implied 
by  the  message  itself. 

80202  DISPLAY  STATEMENT  MISSING.  SKIPPING  TC  NEXT 
DISPLAY  STATEMENT. 

EXPLANATION  - A DISPLAY  statement  must  be  the 
first  statement  in  a format  definition. 

80203  REQUIRED  FIELD  STATEMENT  IS  MISSING. 

EXPLANATICN  - There  must  be  at  least  one  FIELD 
statement  after  a DISPLAY  statement  for  the 
format  definition. 

80204  UNEXPECTED  END  OF  STATEMENT.  KEYWORD  PISSING. 

EXPLANATION  - The  last  keyword  in  the 
statement  was  not  followed  by  an  operand 
value . 

80207  XXXXXXXX  ALREADY  EXISTS  IN  LIBRARY. 

EXPLAKATICN  - A format  with  the  specified  name 
is  already  in  the  user  library. 

80210  INVALID  KEYWORD. 
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80211 


80212 


80213 


80215 


80216 


80220 


80221 


80222 


EXPLANATION  - An  invalid  parameter  keyword  was 
found  in  the  statement. 

INVALID  OPERAND  CONSTRUCTION. 

EXPLANATION  - The  operand  value  for  the 
specified  parameter  keyword  is  not  one  of  the 
allowable  options. 

FCRMAT  NAME  IS  A RESERVED  WORD. 

EXPLANATION  - SIGNOFF  or  UPDATE  was  specified 
as  the  format  name. 

INVALID  DEVICE  TYPE. 

EXPLANATION  - The  value  specified  for  the 
DEVTYP  parameter  is  invalid. 

INVALID  IHQ/CRT  LOCATION. 

EXPLANATION  - The  operand  value  specified  for 
the  I KCLOC  or  CRTLOC  parameter  is  invalid. 

INVALID  IHQ/CPT  LENGTH. 

EXPLANATION  - The  operand  value  specified  for 
the  IRCLEN  or  CRTLEN  parameter  is  invalid. 

INVALID  REPEAT  OPTION. 

EXPLANATION  - The  REPEAT  option  is  valid  only 
when  EXECUTE  is  coded  for  the  NEXT  parameter. 

NEITHEF  CRTLOC  NOR  IHfiLOC  CODED.  AT  LEAST  ONE 
IS  RECUIRED. 

EXPLANATION  - A FIELD  statement  must  define  a 
CRT  or  IMQ  field. 

CRT/IMC  FIELD  LENGTH  BAS  NOT  CODED. 
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80223 


8022U 


80225 


80226 


80230 


80231 


EXPLANATION  - A CRT  or  IMQ  field  was  defined. 
The  field  length  must  be  coded  since  a VALOB 
paraaeter  was  not. 

VALUE  LITERAL  LENGTh  GREATER  THAN  CODED  FIELD 
LENGTH. 

EXPLANATION  - The  length  of  the  literal  coded 
for  the  VALUE  parameter  is  greater  than  the 
value  ceded  for  the  CRTLEN  or  IMQLEN 
param  eter . 

INVALID  CRT  PARAMETER.  CRTLOC  NOT  CODED. 

EXPLANATION  - A CP"’  field  parameter  has  been 
coded,  but  CRTLOC  must  be  coded  when  defining 
a CRT  field. 

MULTIPLE  CRT  DEFINITIONS  AF  E INVALID  WHEN  THE 
TYPE  KEYWORD  SPECIFIES  UNPROTECTED. 

EXPLANATION  - Multiple  CRT  definitions  are 
pertinent  only  when  the  TYPE  is  PROTECTED. 

INVALID  IMQ  PARAMETER.  IMyLOC  NOT  CODED. 

EXPLANATION  - An  IMQ  field  parameter  has  been 
coded,  but  IMQLOC  must  be  coded  when  defining 
an  IMQ  field. 

NO  STORAGE  AVAILABLE  FOR  DEFINITION  PHASE 
TRANS  LATCF. 

EXPLANATION  - Self-explanatory.  To  alleviate 
this  problem  in  the  batch  mode,  increase  the 
region  size.  In  the  on-line  mode,  try  again. 
Increase  the  regicn  size  if  the  error 
persists. 

DUPLICATE  LOCATION  IN  STATEMENTS  ii  AND  jj. 

EXPLANTION  - A CRT  or  IMQ  field  location  is 
defined  in  both  statements. 
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80232  CRT  FIELD  LOCATION  OOTSIDE  CRT  SCREEN  RANGE. 

EXPLANATION  - The  location  of  the  CRT  field 
extends  beyond  colunn  80  or  row  2U.  Note  that 
the  CTT  column  or  row  location  values  lay  not 
he  00. 

80302  STATEMENT  ii  CRT  LENGTH  TRUNCATED.  CVEPLAPS 
STATEMENT  jj. 

EXPLANATION  - The  CRT  field  defined  in 
statement  ii  is  truncated  because  it  overlaps 
the  CRT  field  defined  in  statement  jj.  This 
is  a warning  message,  processing  of  the  format 
definition  continues.  Note  that  the  field 
truncation  may  create  undesited  results. 

80303  NO  STORAGE  AVAILABLE  FOP  DEFINITION  OUTPUT. 

EXPLANATION  - Insufficient  main  storage  is 
available  for  the  definition  output 
processing.  Increase  region  size  if  error 

persists. 

8030a  lIBRAPy  DIRECTORY  ERROR  STOWING  FORMAT 

XXXXXXXXXX. 

EXPLANATION  - An  error  occurred  while 

attempting  to  add  an  entry  in  the  library 
directory.  Retry. 

00305  I/O  ERROR  WRITING  FORMAT  XXXXXXXXXX. 

EXPLANATION  - Self-explanatory.  Try  again. 

80306  LIBRARY  DIRECTORY  IS  FULL.  FORMAT  XXXXXXXXXX 

WAS  NCT  STOWED. 

EXPLANATION  - The  directory  of  the  user 

library  is  full.  Increase  directory  space. 

IXXXX^XXXX  HAS  BEEN  STOWED  IN  THE  FORMAT 

LIBRARY. 
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EXPLANATION  - Advisory  message.  No  action  is 
needed  . 


• 6.5.2  Operational  Phase  Error  Messages 

The  following  error  messages  result  frcm  errors  during 
the  Operational  Phase  of  FORMATTER.  After  the  error  message 
is  displayed,  processing  will  cease  and  FORMATTER  will  enter 
the  WAIT  state. 

80002  NC  DD  CARE  FOE  OSER  LIBRARY. 

EXPLANATION  - Add  an  SLIB  Data  Definition  card 
to  the  JCL  deck,  as  specified  in  the  Job 
Preparation  manual. 

80003  OSER  LIBRARY  DSNAME  NOT  SPECIFIED. 

EXPLANATION  - Specify  the  library  data  set 
name  and  retry. 

80004  CANNOT  LOCATE  XXXXXXXXX  USER  LIBRARY  VOLUME. 
EXPLANTION  - Catalog  library  name 

80005  XXXXXXXX  USER  LIBRARY  IS  NOT  MOUNTEE. 

EXPLAFATICN  - Self-explanatory.  Ask  operator 
tc  mount  volume. 

80006  XXXXXXXX  USER  LIBRARY  IS  NOT  ON  THE  SPECIFIED 
VOLUME. 

EXPLANATION  - Self-explanatory.  Verify 
catalog  status. 

80007  XXXXXXXX  OSER  LIBRARY  OPEN  FAILURE. 

EXPLANATION  - The  user  library  could  net  be 
opened. 

6C008  XXXXXXXX  OSER  LIBRARY  ENQ  FAILURE. 


M .i. 
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80009 


80010 


80101 


80102 


80103 


80104 


8010  5 


EXPLANATION  - The  user  library  is  not 
available  for  use,  another  user  is  writing  on 
the  library.  Wait  and  try  again. 

XXXXXXXX  LIERARY  ACCESS  IS  NOT  PERMITTED. 

EXPLANATION  - The  user  does  not  have  authority 
to  access  this  library.  Access  authority  can 
only  be  given  to  the  user  through  the 
installation  ccntrclled  access  validation 
subroutine. 

XXXXXXXX  USER  LIBRARY  RECORD  FORMAT  IS  NOT 
UNDEFINED. 

EXPLANATION  - The  user  library  must  be  a data 
set  with  undefined  record  format. 

NO  STORAGE  AVAILABLE  FOR  (FORMAT,  SUB/TAB, 
HOLD,  RESPONSE  or  DEFINTR)  WORK  AREA. 

EXPLANATION  - Self-explanatory.  Try  again. 

Increase  region  size  if  error  persists. 

FORMATTER  COMMAND  IS  INVALID. 

EXPLANATION  - The  cnly  permissable  FORMATTER 
commands  are  SIGNOFF,  UPDATE  or  a format  name. 

XXXXXXXX  FORMAT  ACCESS  IS  NOT  PERMITTEE. 

EXPLANATION  - The  user  does  not  have  authority 
to  access  this  format.  Access  authority  can 
only  be  given  to  the  user  through  the 
installation  controlled  access  subroutine. 

XXXXXXXX  SUE/TAB  LOAD  I/O  ERROR. 

EXPLANATION  - I/O  error  occurred  while  loading 
the  EDIT  subroutine  or  table.  Retry. 

XXXXXXXX  SUE/TAB  IS  NOT  IN  THE  LIBRARY. 

EXPLANATION  - Self-explanatory. 
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80106  xxyxxxxx  SUB/TAB  ERRCR  FOR  FIELD  rrcc. 

EXPLANATION  - An  error  occurred  while 
processing  data  through  the  specified  EDIT 
subroutine  or  table. 

80107  NO  IMQ  DATA  WAS  CREATED  BY  FORMAT  CATA  ENTRY 
- COMPONENT  WAS  NOT  EXECUTED. 

EXPLANATION  - Self-explanatory. 

R0108  XXXXXXXX  IP  SERVICE  INTERFACE  FAILURE. 

EXPLANATION  - TP  interface  to  NIPS  conponent 
failed.  See  systems  programmer. 

80109  ABSOLUTE  IMQ  REFERENCES  FOLLOW  RELATIVE 
REFERENCES. 

EXPLANATION  - A format  chained  to  a format 
using  RELATIVE  IMQ  reference  can  not  use 
ABSOLUTE  IMQ  reference. 

80110  IMQ  CAPACITY  EXCEEDED.  XXXXXXXX  WAS  NOT 

EXECUTED. 

EXPLANATION  - The  IMQ  space  was  exceeded. 
This  was  caused  by  too  many  relative  IMQ 
references.  Increase  the  IMQ  if  the  error 
persists. 
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UTILITY  COMPONENT 

ERROR  CODES 


This  section  contains  the  error  codes  for  the  major 
utility  functions  provided.  Contained  within  the  section 
are  the  error  codes  for  TABGEN,  DATA  CONVERSION,  UTELDISM, 
and  UTQRTQDF  functions, 

7.1  11XX  Series  TABGEN  Utility  Error  Codes 
1101  * BLANK  CARD  ERROR  * 


Cause  - A table  value  card  was  processed  with  no 
argument  and  function  defined.  That  is, 
a blank  card  was  encountered. 


1102 

* FREE  FORMAT  ERROR;  NOT  TiO  FIELDS  ON 
CARP  ♦ 

Cause  - 

A table  value  card  was  processed 
cnly  cne  field  cf  data.  Possibly, 
may  have  been  no  separating 

character. 

wit  h 
there 
blank 

1 103 

♦ FIXED  FORMAT  ERROR,  CNE  OF  FIELDS 

* 

BLANK 

Cause  - 

Only  one  data  item  was  found  in  a 
value  card  within  the  defined  bcu 

table 

ndary. 
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Cause  - For  reasons  specified  in  previous  nessage 
the  mentioned  table  was  not  generated, 
ether  successfully  edited  tables  in  the 
run  were  added  to  the  library. 

1144  ♦ ILLEGAL  ALPHA  CHARACTER  APPEARS  IN 

KUflERIC  FIELD  * 

Cause  - Either  the  FDNC  or  ARG  parameter 
specified  a nonnumeric  value. 

1145  *SXNTAX  ERROR  CN  DELETE  CARD* 

Cause  - Unbalanced  parentheses  or  inccrrect 
spacing  between  table  names  on  DELETE 
card. 

1151  * TABLE  XXXXXXXXX  REPLACED  IK  (DELETED 

FRCM)  LIBRARY,  nn  PAGES. 

Cause  - Self-explanatory. 

1152  * MORE  THAN  25  DIFFERENT  LENGTHS  CN  PAGE 

YYYYYYYY  OR  TAELE  XXXXXXXX.  TABLE  NOT 
ADDED. 

Cause  - Self-exp  la  natcry . 

#1153  * WORE  THAN  132  PAGES  IN  TABLE  XXXXXXXX. 

TAELE  NOT  ADDED. 

Cause  - Self-explanatory. 

1154  * HAXIHDM  PAGE  DIRECTORY  SIZE  EXCEEDED 

FOB  TAELE  XXXXXXXX.  TABLE  NOT  ADDED. 

Cause  - The  Page  Directory,  which  consists  of 
entries  which  are  determined  by  the  table 
name  and  a single  argument,  has  no  more 
space  for  additicnal  entries.  Either  the 
page  size  is  too  small  or  the  argument 

length  is  too  large. 
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1155 


1156 


To  correct  the  problem,  increase  the  page 
size  request  cn  the  table  identification 
card  (Page=2K  or  Page=4K)  and  resubmit 
the  job.  If  Paqe=4K  has  already  been 
specified,  contact  system  programmer. 

♦ ATTEMPT  TO  ADD  OR  CHANGE  tEELETE) 
DIRECTORY  MEMBER  -YYYYYYYY-  FOR  SYSLHOD 
DATA  SET  UNSUCCESSFUL.  CODE=  (X) . 

Cause  - An  unsuccessful  attempt  was  made  to 
update  the  directory  of  the  data  set 
referenced  by  the  //SYSLMOD  DD  statement 
using  a STOW  macro  instruction,  due  to 
one  of  the  following  causes: 

Code  Reason 

S No  space  left  in  directory. 

I A permanent  I/O  error 

occurred. 

N Table  was  not  found 

on  library  for  deletion. 

For  code=S,  increase  the  library 
directcry  size  and  resubmit  the  job. 

For  code=I,  contact  system  prcgraimer. 

* THE  SYSLMOD  DATA  SET  COULD  NCT  BE 
CEENED. 

Cause  - An  unsuccessful  attempt  was  made  to  open 
the  data  set  referenced  by  the  //SYSLMOD 
DD  statement.  Most  probable  cause  is  the 
absence  of  this  ED  statement  in  the  job 
set  up.  Correct  the  DD  statement  and 
resubmit  the  job. 

The  following  user  ABEND  codes  may  appear  during  TABGEN: 
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COMMAND  AND  CONTROL 
TECHINCAL  CENTER 
WASHINGTON.  D C.  20301 


IN  REPLY 
REFER  TO 


15  October  1977 


TO;  DISTRIBUTION 

SUBJECT:  Change  3 to  CSM  UM  15-74,  Error  Codes, 

Volume  IX,  dated  15  October  1974 


1 . Insert  the  enclosed  change  pages  and  destroy  the 
replaced  pages  according  to  applicable  security  regulations 

2.  A list  of  Effective  Pages  to  verify  the  accuracy  of 
this  manual  is  enclosed.  This  list  should  be  inserted 
before  the  title  page. 

3.  When  this  change  has  been  posted,  make  an  entry  in 
the  Record  of  Changes  on  the  inside  cover. 


FOR  THE  DIRECTOR: 


61  Enclosures 

Change  3 pages 


EFFECTIVE  PAGES  - 30  September  1977 


This  list  is  used  to  verify  the  accuracy  of  CSM  UM  15-74, 
Volume  IX,  after  change  3 pages  have  been  inserted. 
Original  pages  are  indicated  by  the  letter  O,  change  3 
by  the  numeral  3. 
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Change  No. 

0 

0 

3 

0 

O 

3 

0 

3 

3 

3 
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O 
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0 

3 
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O 
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7.16  Keyword  Analysis  Utility 364 

8 SYSTEM  OTILITY  EEPCR  CODES 367 

DISTFIEUTION 368 


?HROR  CODES 


3331  DUPLICATE  SPECI^ICATICN  OF  AAAA  CPTICN 

Cause  - An  INDEX  KEYWORD  statement  has  specified  more  than 

cne  name  defining  the  same  function  (e.g.,  dictionary, 
etc. ) . 

Action  - Check,  the  SUB/TAB  and  index  statements  tc  make  sure 
everything  was  defined  correctly. 

34XX  N'CTE:  Refer  to  paragraph  3.5  (Index 

Sointenance  Messages)  fcr  34XX  messages 
encountered  while  using  the  Index 
Speci f icaticn  utility. 

»35XX  NOTE:  Refer  to  paragraph  4.12  (Index 

Processing  Messages)  for  35XX  messages. 

There  is  cne  ABEND  in  Index  Specification  - Code  9. 

This  occurs  only  under  extremely  severe  error  conditions. 

Consult  the  system  programmer. 


2.6  ’^ile  Revisicn  Control  Card  Edit  Messages 

Error  messages  immediately  follow  the  printout  of  an 
erroneous  control  card  and  indicate  the  type  of  error  that 
was  encountered  in  the  control  card.  If  no  errors  are 
detected  during  editing,  a confirmation  message  is  printed. 

1000  NC  RIGHT  EAFEN  AFTER  LEFT  PAREN. 

Cause  - Unbalanced  parenthesis  in  a control  statement. 

Action  - Correct  the  errcnecus  card  and  resubmit  the  job. 


1001  NC  LETT  EABEN  BEFORE  BIGHT  PAREN. 

V Cause  - Unbalanced  parenthesis  in  a control  statement. 

Action  - Correct  the  errcnecus  card  and  resutmit  the  job. 
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1002  TERM  EXCEEDS  16  CHAR  SAX. 

Cause*  - Illegal  paraieter  ct  operand  in  a control 
statenent. 

Action  - Correct  the  card  and  resubait  the  job. 

1003  NO  FILE  NAHE  SPECIFIED. 

Cause  - The  OIEFIIE  or  FILE  parameter  was  oaittod  in  the 
control  deck. 

Action  - Specify  the  file  naae  using  the  OIDFILE  or  FILE 
parameter  and  resubmit  the  job. 

1004  FIELD  XXXXXX  NOT  FOUSD  IN  OLD  FFT. 

Cause  - Either  the  user  punched  a field  name  in  his 

field  change  inforaation  that  did  not  exist  in 
the  old  FFT,  or  he  has  extraneous  inforaation 
punched  in  his  control  deck  that  FR  interpreted 
as  field  naie  change  inforaation. 

Action  - Correct  the  FF  input  deck  and  resubait  the  job. 


2.7  File  Revision  Processing  Error  Messages 

These  nessages  are  indicative  of  processing  errors  that 
cause  the  File  Revision  prograa  to  terainate. 

2000  ERROR  DURING  SORT  - CALLED  FROM  RCOHNE  FFSUP. 

Cause  - This  aessagc  will  occur  if  Systen/360  CS  sort 
returns  a condition  cede  indicating  an  error 
was  encountered  while  perforaing  the  sort. 

Action  - Try  jot.  If  error  persists,  contact  systea 
prograaaer. 

2001  INVALID  KANE  CHANGE. 

Cause  - This  lessage  follows  an  entry  in  the  FFT  coaparison 
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,1 

’ list.  It  indicates  that  a field  naie  change 

request  cculd  net  be  ptccessed  because  the  new 
field  nane  could  not  he  found  in  the  new  ?FT. 

Action  - Correct  the  erroneous  field  change  infermation 
and  resubait  the  run. 

2002  IlIFGAl  KCDE  CHANGE  TC/fROM  COORD. 

Cause  - The  user  attempted  to  change  a coordinate  field  tc 
a binary  cr  decimal  field  or  to  change  a 
binary  or  decimal  field  tc  a coordinate 
field.  These  changes  are  illogical. 

^ Action  - Correct  the  new  FFT  and  restructure  the  new  file, 

I cr  correct  the  field  change  card  that  caused  the 

j error,  and  rerun  the  jcb. 

I 2003  CCRE  NOT  AVAILABLE. 

Cause  - The  File  Revision  program  could  not  obtain 

sufficient  core  space  fer  cne  of  its  internal 
tables. 

Action  - Rerun  the  jcb  in  a larger  partition  or  region. 

2004  ILLEGAL  RETURN  CODE. 

Cause  - This  is  indicative  of  a program  errer. 

Action  - See  the  system  programmer. 

2005  I/O  ERROR  - 'PILE  NABE*. 

Cause  - This  message  indicates  that  an  I/C  error 

occurred  when  reading  or  writing  the  indicated 
file. 

Action  - Resubmit  the  job.  If  error  persists,  see 
system  programmer. 

2006  FIELD  CHANGE  CAUSES  SET  BBRGE. 


45 


CH-3 


ERROP  CODES 


2007 


2008 


2009 


2010 


Cause  - FR  detected  that  changes  in  field  set  nuabers 

cause  data  froa  two  sets  to  be  moved  tc  cne  set. 

FR  canrct  Icgically  revise  the  file.  This 
situation  could  result  froa  the  structure  cf  the 
new  FFT,  cr  froa  field  name  change  requests. 

Action  - Correct  the  situation  and  resubait  the  job.  If 

the  user  can  logically  connect  the  sets,  he  should 
run  FR  in  the  NO-GO  acde,  punch  the  generated 
statements  and  adjust  then,  as  required,  to  perform 
the  desired  revision. 


T«0  OLE  FIIIDS  HOVEE  TO  ONE  FIELD. 


Cause  - The  user  has  specified  a field  name  change,  with 
a new  naae  that  exists  in  both  files. 


Action 


Cause 


Act  ion 


Ca  use 


Act  ion 


Cause 


Correct  either  the  new  PFT  or  the  field  name 
change  information,  and  resubait  the  jcb. 

NO  NAJOR  CTl  FLD  RETAINED. 

The  user  has  deleted  all  major  control 
fields.  This  nay  happen  if  control  fields 
are  renamed  in  new  PFT  and  field  naae  change 
cards  have  not  been  provided. 

Correct  FB  input  deck  cr  new  FFT  and  resubait 
the  jcb. 

ILLEGAL  HERGE-FIXED  TC  PER  SET. 

FR  detected  that  a change  in  a field  set 

number  would  cause  data  froa  the 

fixed  set  to  be  moved  to  a periodic  set. 

FR  canrct  Icgically  revise  the  file. 

Correct  the  situation  and  resubait  the 
job. 

FR  ENDED  DOE  TO  PH  IS  CCHPIIE  ERRORS. 

FP  detected  that  FH  encountered  one  or  more  conpila- 
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tion  errors  during  library  action 
on  FP  generated  Icgic  statements. 

Consult  system  prograamer. 

PC  LCGIC  STITFMENTS  TC  BF  COHPILE 

FP  did  not  generate  acy  logic  sta 
to  FK  . 

Consult  system  programmer. 

2.8  File  Revision  Advisory  Hessages 

♦♦PUN  CANCELLED  BECAUSE  OF  FIELD  CEANGE  ERRORS^ 

Cause  - Ihis  advisory  message  is  printed 
termination.  Specific  field  chan 
identified  by  individual  messages 

Action  - Correct  errors  noted  hy  each  mess 
the  job. 

♦♦NO  ERRORS  DETECTED  IN  INPUT  CARDS** 

Cause  - Hessace  confirms  corrections  of  control  deck. 
Action  - No  action  required. 

♦ ♦NO  GO  OPTIONS  SPECIFIED-FR  BON  T E EM  IN  AT E E** 

Cause  - Self-explanatory. 

Action  - Kc  action  required. 


s Leinq  perform^^d 


tements  to  be  pa; 


just  prior  to 
ge  errors  are 


age  and  resubmit 


ERROR  CODES 


Acti  on 


2011 


Cause 


Action  - 


;ei 
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Section  3 


FILE  MAINTENINCE 
BBROR  CODES 


A nuaerical  listing  of  all  error  codes  and  aessages 
output  from  the  File  Haintenance  (FH)  program  is  contained 
in  this  section.  Each  error  message  is  follomed  bj  the 
cause  of  the  error  and  the  appropriate  action  to  te  taken  to 
correct  the  error  condition.  If  the  file  being  maintained 
is  indexed,  the  error  codes  listed  in  3.5,  Index  Haintenance 
Errors,  are  applicable. 

3.1  FH  Edit  and  Library  Action  Errors 

10000  ABNORPAl  TEEHINATION  OF  RON  COE  TO  EISSIKG  OR 
INVALID  CCNTRCL  CAEt. 

Cause  - Either  the  FHS  control  card  contained  errors, 
or  the  control  card  mas  not  the  first  card  in 
the  input  stream. 

Action  - Correct,  cr  include,  the  card  as  the  first 
card  in  the  input  stream  and  rerun  the  job. 

10001  THE  SIATEHENT  CONTAINS  AN  ILIEGAI  FILE  NAHE. 

Cause  - The  name  of  ♦•he  file  does  not  conform  to 
system  standards  for  data  file  name.  Names 
must  contain  from  one  to  seven  characters  with 
no  special  characters;  the  first  character 
must  te  alphabetic. 

Action  - Correct  the  name  tc  conform  to  system 
standards  and  rerun  the  job. 
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10013  THE  CCNTBCl  CARDS  ARE  COT  OF  SEQUENCE. 

Cause  - a.  Pissing  Language  Identifier 
t.  Erroneous  END  ct  STOP  card 
c.  No  library  action  cards  included  ic  run 
dec  k . 

# d Any  misplaced  control  card.  These 

ccntrol  cards  irclude  ADD  REFCR"',  DELETE 
FEEOFT,  ADD  STATEMENT,  or  DELETE 

STATEMENT  cards. 

# Action  - Review  entire  decK  since  an  out-cf-sequence 

ccntrcl  card  might  not  te  picked  uf  until 
later  on  in  the  frccessing  of  the  deck. 
Arrange  cards  in  correct  sequence  and  rerun 
the  jcb. 

10014  THIS  STATEMENT  CONTAINS  CCNPIICTING 
EARAHETEBS. 

Cause  - On  the  add  report  card,  a ■aximua  of  three  ID 
fields  nay  be  specified  with  a laximuni 
aggregate  length  cf  six  characters.  The 
statement  violated  these  rules. 

Action  - Correct  the  card  tc  confctn  to  the  above 
sped f icaticns  and  rerun  the  job. 

10015  THE  FIELD  NAME  ON  THIS  STATEMENT  IS  INVALID. 
DATA  FILE  FIELD  NAMES  - 

Cause  - The  name  of  the  field  does  not  conform  to 
system  standards  for  data  file  field  names. 
Names  must  contain  from  one  to  seven 
characters,  with  ec  special  characters;  the 
first  character  must  be  alphabetic. 

TBANSACTICN  DESCRIFTCF  - 

Cause  - The  name  cf  the  transaction  field  does  not 
conform  to  system  standards.  Names  must 
contain  from  one  tc  seven  characters,  with  no 
special  characters;  the  first  character  must 
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t€  aipfcabetic.  The  raie  oust  be  preceded  by 
a I and  the  $ aust  fce  in  card  coluan  1. 

Action  - Correct  the  naae  to  confori  to  systea 

standards  atd  rerun  the  job. 

10016  THIS  STATEMENT  CONTAHS  AN  INVALID  FOCI 
INSTPOCTICN  TAG. 

Cause  - The  POOL  instruction  naee  does  not  confora  to 
systea  standards  for  POOL  instruction  syabols. 

Naaes  aust  contain  frca  one  to  seven 

characters  with  no  special  characters;  the 
first  character  aust  be  alphabetic. 

Action  - Correct  the  naae  to  confora  to  system 

standards  and  rerun  the  job. 

10017  THERE  IS  AN  ERROR  IN  THE  CCNTPOl  SEgOEMCE 
FIELD  ON  THE  TD  CARD. 

Cause  - In  a TE  card  specifying  a aajor  control  field, 
a subset  coctrcl  uas  also  specified. 

Action  - Check  card  to  deteraine  correct  method  of 
specifying  aajor  and  secondary  control  fields. 

Correct  and  rerun  jcb. 

11000  INVALID  CONTINUATION  SPECIFICATION  CN  SEGRENT 
CCNTRCl  CIBE. 

Cause  - Self-explanatory. 

Action  - Peviev  continuaticn  card  rules,  correct  card 

and  rerun  the  job. 

11001  RISSING  CB  ONIDENTI IIAELE  PARAMETER. 

Csuse  - Self-explanatory. 

Action  - Review  control  card  specifications.  Correct 

card  and  rerun  the  jot.  1 
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11002  PAPAMZTER  SPECIFIED  AS  LOW  KEY  vrtE  EXCEEDS 

HIGH  KEY  VALOE  PARARHTEF. 

Cause  - Self-explanatory. 

Action  - Correct  the  card  and  rerun  the  job. 

1 1 003  INVALID  VOIOBE  SEFIAL  NONEEP  SPECIFIED  IN 

PAFAWBTER  LIST. 

Cause  - Voluae  serial  numbers  are  one  tc  six 
characters  long.  This  number  does  not  conform 
to  these  standards. 

Action  - Correct  the  card  and  rerun  the  jot. 

11004  EXCESSIVE  HOBBES  OF  PARABETEPS  SPECIFIED  IN 
FARABETEF  LIST. 

Cause  - Self-explanatory. 

Action  - Correct  the  card  and  rerun  the  job. 

11005  CONFLICTING  SEGBENT  PROCESSING  PARABETEFS  HERE 
SPECIFIED  PCR  THIS  BUN;  RON  TERBINATED. 

Cause  - Self-explanatory. 

Action  - Feviex  parameter  specified  on  segment  control 
cards,  make  necessary  correction  and  rerun  the 
job. 

llOOt  NO  SEGBENT  CONTROL  CARD  WAS  INCLUDED  IS  THIS 

SEGBENT  GENERATION  BUN,  RUN  TERBINATED. 

Cause  - Self- explanatory. 

Action  - Include  SSEG  control  card  tc  define  segment 

boundary.  Berun  the  job. 

11007  DUPLICATE  SEGBENT  FECCRD  AS  SPECIFIED  BY  THE 

$ADD  CS  ISEG  CONTROL  CARD.  RUN  TERPINATED. 
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Cause 

Action  - 


A segment  record  already  exists  with  the  saae 
key  as  cn  segaent  ccnttol  card. 

Oait  the  card.  Rerun  the  job. 
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1 1008  SEGMENT  PECCPr  TO  EE  EELETEC/HEPL AC  ED  DOES  NOT 

EXIST,  NO  ACTION  TAKEN. 

Cause  - Self-explanatory. 

Action  - None. 

20001  THE  TFASSACTION  FIELD  LOCATION  EXCEEDS  THE 
TOTAL  TRANSACTION  LENGTH. 

Cause  - The  transaction  high-ctder  position  is  greater 
than  the  length  cf  the  transaction  as 
specified  on  the  ADI  stateaent  card. 

Action  - Correct  the  ADD  stateient  card  or  the  TD  card 
to  Bake  thei  coapatible  and  rerun  the  job. 

20002  VARIAELE  FIELD  POSITICN  OH  TD  CAED  DIFFERS 
FFOn  ECSITICN  ON  ADD  STATEMENT  CARD. 

Cause  - Self-explanatcry. 

Action  - Correct  the  cards,  so  that  the  cards  specify 
the  saae  position,  and  rerun  the  job. 

2000J  THE  VARIAELE  TRANSACTION  ElELC  CANNOT  BE  OSED 

AS  A CONTROI  FIELD. 

Cause  - The  field  is  illegal  as  a control  field. 

Action  - Eeaove  control  indicators  from  the  card  and 
rerun  the  jcb. 

20004  THE  NAMED  SOBSET  FIELD  IS  NOT  A SUBSET  CCKTPCL 

FIELD. 


cause  - The  field  is  illegal  as  a control  field. 

Action  - Reaove  control  indicators  from  the  card  and 
rerun  the  job. 

20006  THE  TFAHSACTION  FIELD  AND  THE  SUBSET  FIELD  ARE 

DIFFERENT  LENGTHS. 


54  CH-3 


ESPO?  CODES 


I 

ii 
; I 


Cause  - The  transaction  field  must  te  the  same  size  as 
the  subset  field  in  the  direct  subset  update 
mode. 

Action  - Change  the  length,  sc  that  they  are  the  same, 
and  rerun  the  job. 

20007  SUBSET  CONTROL  FIELDS  SPECIFIED  AFE  FCF  THC 
EIFFEFENT  SETS. 

Cause  - Subset  control  fields  must  be  from  the  sani<^ 
set . 

Action  - Correct  the  control  field  references  and  rerun 
the  jcb. 

20008  EOPLICATE  INSTROCTICN  SYHBOIS. 

Cause  - All  instruction  symbols  must  be  unique  within 
each  logic  statement.  This  symbol  has  been 
previously  defined. 

Action  - Fake  each  symbol  unique  and  rerun  the  jcb, 

#20000  MORE  THAN  500  INSTRUCTION  STHEOLS  «EFE  USED. 

Cause  - The  maximum  has  been  exceeded. 

Action  - Reduce  the  number  of  instruction  symbols  used 
or  use  two  or  more  logic  statements. 

20010  THIS  STAIEHENT  CONTAINS  A DUPLICATE  LOGIC 
STATEMENT  NAME. 

Cause  - Statement  names  must  he  unique  within  each 
report  type  and  each  report  type  must  be 
unique  for  a file.  This  statement  violates 
this  rule. 

Action  - Change  references  to  unique  names  and  rerun 
the  job. 

20011  THE  NUfiBEP  CF  LOGIC  STATEMENTS  BEING  COMPILED 
EXCEEDS  MAXIMUM  24. 
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Cause 
Action  - 

2001  2 

Cause 

Action  - 

2001  3 

Cause 

Action  - 

2001U 

Cause 

Action  - 


The  laxinuB  has  been  exceeded. 

Peduce  the  tuabec  cf  logic  statenents  being 
compiled  in  one  run  by  using  two  ci  acre  runs 
to  compile  logic  stateaents. 

INSUFFICISin  TRANSACTICK  CONTROL  INFCFPATICN 
WAS  SFECIflFD. 

Fields  defining  the  transaction  control  group 
must  total  the  same  length  as  the  data  record 
ccntrcl  group. 

Change  the  control  fields  on  the  TD  cards  to 
the  length  of  tdata  record  control  gtc";  and 
rerun  the  jcb . 

THE  TOTAL  TPARSACTTCN  CCNTFOl  FIELD  LENGTH 
EXCEELS  HAXTMUM  FOR  FILE. 

Fields  defining  the  transaction  ccntrol  group 
must  total  the  same  length  as  the  data  record 
ccntrcl  grcup.  Additional  fields  may  be 
specified,  but  field  splitting  is  not 
peraitted. 

Change  the  control  fields  on  the  TD  cards  to 
the  length  of  data  record  control  grcup  and 
rerun  the  jcb. 

INSUFFICIENT  TRANSACTION  SUBSET  CCNTROL 
I NFOP.PATICN  W AS  SPECIIIFD. 

Fields  defining  the  subset  ccntrol  information 
must  total  the  same  length  as  the  data  record 
subset  control  infcraation. 

Change  the  control  fields  on  the  TD  cards  to 
the  length  of  data  record  subset  ccntrol 
field  (s)  and  rerun  the  job. 
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341  5 

INDEX  DATA  SET  CECB  NOT  FOUND 

Cause 

*• 

Index  Data  Set  not  found.  See  system 
etrct  code  213  for  explanation  of 
possible  causes. 

Acnicr 

- 

Error  terminates  the  run.  Serin  the  job. 
Use  backup  data  file  and  Index  Data  Set. 

3414 

ELOCKSIZE  OF  INDEX  DATA  SET  NC7  EE7WEEN 
5601020  BYTES. 

Cause 

- 

Elocksize  cf  Index  Data  Set  not  correctly 
specified . 

Action 

- 

Insure  that  blocksize  is  between  56C  and 
1020  bytes  and  rerun  the  job. 

341  b 

FESER  THAN  5C  BICCKS  ALLOCATED  TC  INDEX 
LATA  SET. 

Cause 

- 

Nmbet  of  blocks  for  Index  Data  Set  not 
correctly  specified. 

Action 

• 

Insure  that  at  least  50  blocks  are 

allocated  for  the  Index  Data  Set  and 
rerun  the  job. 

3416 

UNABLE  TO  ALLOCATE  CORE  FOR  I/O  BUFFER 
AREAS.  AREAS. 

Cause 

- 

A GETMATN  error  in  IXE35INI. 

Action 

- 

Error  terminates  the  run.  Rerin  the  job. 
Use  backup  data  file  and  Index  Data  Set. 

3417 

INDEX  DATA  SET  NAHF  DOES  NOT  BATCH  DATA 
FILE  NAHF. 

Cause 

- 

Index  Data  Set  name  not  correctly 

specified. 

Action 

- 

Insure  that  data  file  name  and  Index  Data 
Set  name  are  the  same  and  rerun  the  job. 
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141  H NCT  EUCOGH  BLOCKS  SPECIFIED  FOP  INDEX 

DATA  SET. 

Cause  - Index  Data  Set  is  larger  than  nuikei  of 
blocks  specified. 

Action  - Error  causes  run  to  abend.  Specify  more 
blocks  for  Index  Data  Set.  Rerun  the  job 
uith  backup  data  sets. 

J421  KEISORD  FIELD  NNK  MEHBEF  NOT  IN  IIERARY 

-X  NHERE  NNN  IS  FIELD  ID  AND  X IS  A 
(lEHBEH  ID: 

1 - Scan  Subroutine 

2 - Stop  Work  Table 

3 - Dictionary 

Cause  - Self-explanatory. 

Action  - See  the  system  programmer;  use  UTNCXSPC 
to  delete  and  add  the  field  index  for 
proper  index  data  set  maintenance. 

3423  KEYWORD  FIELD  NNR  MEMBER  LOAD  FAILURE  - 

X WHERE  NNN  IS  THE  FIELD  ID  AND  X IS  A 
MEMBER  ID: 

1 - Scan  Subroutine 

2 - Stop  Word  Table 

3 - Dictionary 

Cause  - Self-explanatory. 

Action  - See  the  system  programmer;  use  LTKDXSPC 
to  delete  and  add  the  field  index  for 
Eroper  index  data  set  maintenance. 

#15X7.  NOTE:  Refer  to  paragraph  4.12  (Index 

Processing  Messages)  for  .15XX  messages. 
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Ac* ion 

956 

La  U3« 


Ac  ti  on 

961 

Cause 

Ac’-.ion 


^COPY?l®»SB® 


TOWfi. 


The  number  c£  righ<-  parentheses  at  this  point 
in  the  statement  exceeds  the  number  of  left 
p ar  en  t heses  . 

This  retrieval  is  marked  as  'not  executable'. 
All  remaining  statements  in  the  retrieval  are 
edited.  Correct  the  parameter  in  error  and 
submit  the  retrieval  in  another  job. 

INVALID  LITERAL 

The  term  must  be  enclosed  by  literal 
delimeters  (quote  or  dash)  . If  it  is  used  as 
a stand-alone  data  value,  it  must  not  contain 
any  of  the  folloeirg  character  combinations 
embedded  in  it: 

-)  ') 

-X:  'U 

• t 

• • 

• t 

f 9 

In  addition,  it  may  not  contain  the  following 
embedded  character  combination  if  it  is  used 
as  a subfield: 

-/  '/ 

This  retrieval  is  marked  as  'not  executable'. 
All  remaining  statements  in  the  retrieval  are 

edited.  Correct  the  parameter  in  error  and 
submit  the  retrieval  in  another  job. 

INVALID  NAME 

The  name  parameter  mest  not  exceed  seven 
characters,  must  begin  with  an  alphabetic 
character  and  contain  no  special  syxbols. 

This  retrieval  is  marked  as  'not  executable'. 
All  remaining  statements  in  '•ne  retrieval  are 

edited.  Correct  the  parameter  in  error  and 
submit  the  retrieval  in  another  job. 
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962  LABEL  TABLE  IS  PULL 

Cause  - The  maxitut  nuiber  cf  field/group  naaes  in  the 
retrieval  batch  exceeds  400. 

Action  - This  retrieval  is  marked  as  ‘not  executable*. 

All  remaining  statements  in  the  retrieval  are 
edited.  Feduce  the  number  of  retrievals  in 
each  batch  so  that  the  number  of  unique  names 
does  not  exceed  400. 

964  VARIABLE  TABLE  IS  FULL 

Cause  - The  maximum  number  cf  variables  in  a single 
retrieval  exceeds  255. 

Action  - This  retrieval  is  marked  as  'not  executable*. 

All  remaining  statements  in  the  retrieval  are 
edited.  Reduce  the  size  of  the  retrieval  so 
that  the  number  of  variables  does  not  exceed 
255. 

'll!  ICO  HANY  LEFT  PARENTHESES 

Cause  - The  count  of  the  nuiber  of  left  parentheses  is 
greater  than  count  of  the  number  of  right 
parentheses  at  the  end  of  the  statement. 

Action  - This  retrieval  is  marked  as  *not  executable*. 

All  remaining  statements  in  the  retrieval  are 
edited.  Correct  the  statement  and  submit  the 
retrieval  ir  another  job. 

99?  TEN  OP  HORB  FRRCRS  IN  STATEMENT. 

Cause  - The  maximum  number  cf  10  errors  per  statement 
has  been  reached. 

' Action  - The  test  of  the  statement  is  bypassed. 

Correct  all  known  errors  and  resubmit  the 
retrieval. 

ilOOl  ERRORS  FOUND  IN  THE  SYSDATS  FARAHETFP  IIST. 
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Cause  - Cne  or  more  errors  were  found  in  prccessiny 
the  sySDATS  caraaetet  string.  One  or  acre  of 
the  following  messages  accompanies  the  above 
error  messace: 

TOO  MANY  OR  TOC  FPW  FARABETEFS  - Selt 
explanatory. 

ERROR  IN  RELATIONAL  OPERATOR  - Illegal  or 


unknown  relational 

c per ator . 

INVALID  FILE  *^IELD 
net  conform  to  date 

- Specified 
field  rules 

file  field 

• 

does 

ERPOP  IN  FIRST 

e xp la  nat  cry  . 

AEJOSTHENT 

’'ACTCP  - 

Self 

EFPOP  IN  SECOND 

ADJUSTBENT 

''ACTCP  - 

Self 

expl anatory . 

Action  - Cctrec*  the  error  and  resubait  the  retrieval. 


198.1 


CH-3 


HRHOF  COD3S 


1535  I/O  EF3CB  SNCCUNTERIC  WHILE  WHITING  IXP 

DIAGNOSTIC  DATA  S3T  . 

Cause  - Self-explanatory. 

Action  - Default  to  file-access  mode. 

153L  SClIPCE  STATEMENT  HElfEEF.  ON  USE»  LIBRARY  NOT 

FOUND  . 

Cause  - Self-explanatory. 

Action  - Default  to  file-access  mode. 

*354  0 I/O  EFECB  HEADING  CF  WRITING  THE  INDEX  DATA 

SET. 

Cause  - Self-explanatory. 

Action  - Re-execute  the  job.  If  the  error  persists 
compress  the  index  data  set  with  the  utility 
UTNDXTFP  and  re-execute  the  job. 


4.13  RASP  User  ABEND  Codes 

The  folloking  RASP  User  ABEND  code  may  occur  in  RASP 
processing  which  will  cause  an  abnormal  run  ter  mi  rat icr . 

707  EFPOP.  CCHEIIATICN  ILLEGAL  FOP  EXECUTE  ONLY 

PROCEDURE.  PUN  TSRHIHATED  WITH  ABEND  707. 

Cause  - User  attempted  to  compile  a HASP  query  using 
the  execute  only  ptccedure  XRASPEX. 

Action  - Use  the  procedure,  XHASP,  or  remove  the  query 
from  the  run  deck. 


SPPO^  CODES 


Sect  ion  5 

CUTEUT  PROCESSOR 

ERROR  CODES 


Explanation  of  the  error  and  diagnostic  messages  for  the 
Output  Processor  are  described  in  the  four  groups  listed 
below.  Standard  oS/160  Jcb  Control,  Assembler  and  Iin)cage 
Editor  error  messages  and  diagnostics  are  not  described  in 
this  document. 

Lx  SII_SEgciti£atis£_Stt9t_Be£saqes  - These  are  errors 
which  are  recognized  during  the  translation  and 
editing  of  the  specification  cards  daring  a RIT 
structure  run. 

2.  .flesjaaes  - These  are 

errors  which  are  detected  in  the  Supervisor  control 
cards,  in  the  deck  ctdei  or  in  one  of  the  input 
data  sets. 

QP  User  ABENC  Codes  - These  are  major  errors  which 
will  cause  teriicaticn  of  the  OP  tun. 

'*•  Eost_£ublish_list  - This  is  a list  of  reguests  not 
published . 
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Ac  ti  on 


39 


Ca  tis® 


Ac* ion 


40 


Ca  US'? 


Action 


41 


cause 


Act  ion 


42 


Cause 


See  section  4 of  the  OP  Manual  for  legal 
spoci  f icat  icn  s,  correct  and  resubmit. 

ILLEGAL  PERIODIC  LABEL. 

Either  part  of  the  periodic  label 
specification  cannot  te  identified  cr  the 
periodic  label  specification  cannot  be  used  on 
this  statement. 

Check  periodic  label  specifications,  correct 
and  resubait. 

FI2LD  TABLE  OVERFLCfc. 

More  fields  were  specified  on  the  statefent 
than  can  be  processed.  This  should  never 
occur  . 

Decrease  the  number  cf  fields.  The  statement 
may  have  to  be  broken  intc  multiple 
statements. 

ILLEGAL  CFOSS  SET  LCGIC. 

Either  fields  ftem  icie  than  one  set  have  been 
used  in  this  expression  or  fields  frcn  more 
than  one  set  have  been  referenced  in  this 
statement. 

Chance  the  expression  cr  statement  sc  that 
cnly  cne  set  is  referenced  and  resubmit. 

flELDS  ARE  NOT  THE  SAKE  TTPE. 

In  a conditional  (IE)  expression,  fields  to  be 
cempared  are  not  equivalent  types;  for 
e xample : 

a Ipha-to-alpha,  numeric- to- numer ic, 

tinacy-to-bina  ry , binary- to -numeric, 

etc.  , are  legal. 
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Note:  Alpha-tc-nu«er ic  coipares  can  b“  aade.  This 
ccmparison  hill  actually  be  nuaeric.  ilpha-to-tinary  is 
illegal.  If  ycu  desire  to  coipate  alpha  (such  as  PABAM)  to 
binary,  aove  the  binary  field  tc  a nuaeric  (EBCDIC  deciaal) 
field  first. 

Action  - Deternine  the  condition  which  contains  fields 
of  incoapatible  types  and  correct  the  group  or 
Bove  one  of  the  fields  to  the  proper  literal 
type  fcefote  the  condition. 

<43  ILLEGAL  USE  OF  ARE  A I/HATHIX  LITERAL 

Caus<"  - The  stateaent  is  atteapting  to  use  an  array  or 

uatrix  literal  ih  a Banner  inconsistent  with 
array/natri*  processing. 

Action  - Correct  the  stateaent  to  either  correctly 
process  the  array  or  aatrix  or  reference 
another  type  of  literal. 

50  CVERFICH  IS  RG  TAELI  ELOCK. 

Cause  - There  is  not  enough  rcca  in  core  for  a 
conplete  block  of  stateaents.  A block  is  all 
stateaents  pertaining  to  the  saae  IINEnnn, 
CAPDnnn,  RECORDnnn,  etc.  A block  is  also  a 
group  of  action  stateients  all  containing  se’- 
fields  or  all  containing  fixed  fields. 

Action  - Either  increase  the  partition  sixe  and 
resubait  or  break  the  block  into  aultipie 
blocks  (LIHES,  etc.).  If  the  overflew  is 
caused  by  action  stateaents,  group  a series  of 
action  stateaents  pertaining  to  sets  fcllcwed 
ty  a group  pertainirg  to  fixed  fields  followed 
by  a group  pertaining  to  sets,  etc.,  until 
each  group  individually  is  saall  encugh  to  fit 
into  available  core. 

52  EDIT  PASK  TCn  SHORT. 

Cause  - The  nuaber  of  replaceable  characters  in  an  OP 
edit  nask  is  less  than  (1)  the  output  length 
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cf  a f i€ld  to  bo  0(1  ited  , or  (2)  the  outpa-*- 
length  of  a subroutine  specified  ty  ’•fe  user. 

Action  - Correct  the  edit  mask  to  equal  th-  output 
length  cf  the  field  (cr  subroutine  cutput)  and 
resubmit  the  job. 
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INV  CNTPL  "SG,  r-EENTEP  LINE.  --  rjc^ir  has  entered  -.y 
;ro?raa  request,  but  y is  net  in  the  tables  cf  valid 
i-roqrai  names.  The  line  was  ignored.  The  user  should 
enter  a valid  request. 

TIE'=’  hh  ZE  ss  SECS  xxx.xx.  --  Hsat  has  entered  ->1.  The 
firs‘  field  is  time  of  day,  the  second  is  the  ela^^sed 
t-ime  since  the  most  recent  previous  -'X  pregtam  request 
(if  any).  If  that  pregram  has  completed,  xxx.xx  is  the 
total  processing  time  in  seconds  and  hundredths  cf  a 
second. 

I/O  ZPP,  nSG  IGNORED.  --  A data  errcr  occurred  while 
reading  the  user's  entry.  This  is  net  under  nis 
control,  and  he  should  reenter  the  line. 

NO  DATA  ON  THE  OUTPUT  MESSAGE  Q CE CE  --  A request  for  the 
TEDUHP  program  is  entered  when  there  is  no  data  cn  the 
output  message  queue. 

6.1.3  System  Operator's  Console  - TP  Bonitor/Super visor 
Adviscry/Diaqncstic  Bessages 

IP  TEPHNAL3  OPEN.  --  Operator  can  load  TP  Supervisor 
job. 

TP  STANDING  REQUEST.  REPLY  'NSG',  'EPTY',  'IPS',  or 
'TPB'.  --Operatcr  can  ignere.  Vihen  it  is  desired  to 
remove  TP  Supervisor  for  the  purpose  of  relcadinc  it, 
reply  TPS  to  cause  normal  end-cf-job.  When  desired  to 
stop  the  TP  application  entirely,  reply  TPM.  The  reply 
of  MSG  is  used  when  a message  is  to  be  sent  to  a 
terminal.  The  reply  cf  PRTY  is  used  to  change  terminal 
P riori ties. 

TF  saPEEVISOP  FEACY.  --  Opeta^'ct  can  ignore,  cr  lead  a 
second  TP  Supervisor  job,  etc. 

2250/2260  WRITE  ERROR,  IGNORED.  --  Operator  can  ignore. 
Repeated  occurrences  may  indicate  a need  for  IBM  FD 
attention  tc  a ptcblem  in  the  2250/2260  hardware. 

TOO  MANY  TERMINALS  FOR  WAIT  LIST.  --  TEPKLIST  SYSIK  card 
assigned  more  than  99  terminals  to  this  TP  Supervisor. 
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Pc^iucp  the  rumber  and  reload  IFEUP.  The  number  99  is  an 
assembly  [.arametet. 

INVALID  KEYWORD  Ik  CCKTFOL  CAPE.  — SYSIN  carc  dces  not  begin 

TERMIIST  ALL 

= ESE 

FROGLIST  DELETE 

correct  it  and  reload  '^PSriP. 

INVALID  PECUES’T’ED  - XXyXXXXX.  --  SYSIH  card 

con*-ained  an  invalid  terminal  name  cr  program  name, 
where  XXXXXXXX  is  the  name.  Correct  it  and  reload 
TPSDP. 

NO  STMT  TEPPINATCE  CN  LAST  CAPE.  --  SYSIN  card  that  says 
nSE  or  DELETE  has  nc  names  in  list.  Insert  names  cr 
change  tc  ALL,  and  reload  1P3UP.  BLDL  EPFCE  --  I/O 
error  while  searching  JCBLIE  directory.  Pelcad  TPSfJP, 
possibly  altering  the  JOBLIB  DD  cards  in  the  TFSUP  job 
1 ec  k . 

TF  MONITOE  NOT  IMTIAIIZED.  --  TP  Supervisor  jot  was 
started  tefore  the  TP  Monitor  job.  Load  the  TP  Monitor 
if  not  already  loaded,  and  wait  tor  the  message  TP 
TERMINALS  OPEN.  Then  reload  TP  Supervisor  jot. 

-NO  OF  CUTPUT  CUEUE,  PPOELEM  PROGRAM  TERMINATED  -- 
"ur^-her  output  to  the  Output  Message  Queue  is  stepped. 

"sor  may  page  through  the  Output  Message  Queue  or  dump 
♦he  Output  Message  Queue.  A record  has  been  written  by 
TPSUP  at  the  end  cf  the  output  Message  Queue,  with  the 
following  format  --  ♦♦♦'TERMINATION  RECORD  GENERATED  BY 
TPSUP  AT  END  OF  OUTPUT  MSG  QUEUED** 

» bOlO  TP  MONITOR  HAS  TERMINATED  NORMALLY. 

The  TF  Monitor  has  terminated  normally  as  the 
result  cf  the  computer  operator  replying  TPM 
to  the  outstanding  TP  reply  ID.  The  OTTPDPVR 
ccntrcl  program  will  also  end  as  a result  of 
this  condition.  No  user  action  is  required. 
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# ‘3020 


# 5015 


# 5 02  5 

# 5027 


TP  SUPERVISOF  HAS  TEREINATEO  NCRMALIY. 

The  TE  Supervisor  has  terminated  ncrmally  as 
a result  cf  the  computer  operator  replying  TPS 
or  TPM  to  ♦•he  outstanding  reply  ID.  No 
user  dcticn  is  reguired. 

TPMON  HAS  AB’=‘NDED.  SCCO  COOOO* 

The  TP  (ionitor  task  has  ABENDED  with  an  SOOO 
or  UOOOO  error  code.  The  TP  Supervisor  tasK 
will  te  terminated,  and  both  TPMON  and  TPSUP 
will  be  automatically  restarted.  If  the  ABEND 
persists  contact  the  NIPS  Technical  Assistance 
Group  for  programming  support. 

TPSUP  HAS  ABENDED.  SOOO  UOOOO.  Same  as 
message  5C15. 

TP  TERMINAL  USERS  STILL  SIGNED  ON.  SHCUIE  TP 
EE  SESTARTEC  - REPLY  YES  CR  NO. 

ACTION  REQUIRED  BY  OPERATOR  The  TP 

Supervisor  has  terminated  as  a result  of  the 
computer  operator  replying  TPS  or  TPM  tc  the 
outstanding  TP  reply  ID;  however,  terminal 
users  were  still  active.  The  operator  must 
reply  with  one  of  the  following  options: 


YES 

The 

IP  Monitor 

and 

Supervi 

sor 

will 

be 

rest 

arted. 

NC 

The 

TE  tasks 

will 

come 

to 

a normal 

covp 

letion,  and 

the 

UTTPDRVR 

program 

will 

en  d. 

6.1.4  TP  H cnitor/S uper visor  ABEND  Codes 

301  Cause  - An  ECB  already  has  a wait  bit  set  (System 

ABEND)  . 

Action  - If  this  is  a second  TPSUP  jot,  the  same 
terminal  is  cn  both  TERMLIST  cards.  It 
this  is  the  only  TPSUP  jofc,  TPSUP  was 
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251 

IMVALID  nSE  C?  COORDINATE  IITEFAI 
CCCPCINA'^'^  LITFBAL.S  ARE  REQliI'>EE  TO  32 
EITHER  A LATITUDE  02  A LONOITOrr  WHEN  NOT 
ArEEAPTNG  AS  ”^81  DEJECT  0'  A GECGEAPHIC 
CPERATCR . 

252 

INVALIC  NUMERIC  LITERAL  - ETNAFY  AND 
CECIEAI  LITERALS  MAY  NOT  B”  ENCLOSED  IV 
QUOTES. 

2 53 

IF  STATEMENT  ERROR  - ONLY  TWO  S^^TS  MAY  BE 
REFERENCED  IN  A SINO.LF  CLAUSE.  IF  TWO 
ARE  FEFERENCEC  ONE  MUST  BE  TRE  FIXED  SET. 

2 54 

IF  STATEMENT  ERROR  > SUBJECT  ANE  OBJECT 
MODES  ARE  NOT  CCMPATTBLE.  ALFHA  CECIMAL 
AND  CCCRDINA'^E  SUE.1ECTS  REQUIF'''  ALPHA, 
DECIMAL  AND  COORDINATE  CEJECTS, 
RESPECTIVELY.  EINART  SUBJECTS  REQUIPE 
BINARY  OR  DECIMAL  OBJECTS. 

255 

FEATURE  NOT  YET  AVAILABLE  - THIS  FEATURE 
HAS  NCT  YET  BEEN  MACE  AVAILABLE  IN  QUIP. 

256 

INVALID  SUBFILE  FESTART  - SUBFILE  ALREADY 
ACTIVE.  SIGNOPF  RBQtlRED  FIPST. 

#257 

SUEFIIE  RESTART  FAILURE  - CANNOT  ALLOCATE 
FEQUESTHD  CATA  SET. 

258 

INVALID  SUBFILE  RESTART  - SIGNCN  MOST  BE 
FIRST  AND  ONLY  STATEMENT. 

259 

SUBFILE  '^EACE  - TPACE  MUST  BE  THE  ONLY 
QUERY  statement. 

260 

SUBFILE  TRACE  - UNIDENTIFIABLE  STATEMENT 
OPERAND. 

261 

SUEFILE  TPACE  - SUBFILE  FUNCTION  IS 

INACTIVE. 

262 

SUBFILE  TRACE  - UNABLE  '^0  LOCATE  THE 
SULFILE  CATA  SET. 
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SUBFILE  TPACE  - SUBFILE  DATA 
FAILURE. 

SET  OPEN 

#264 

FIND  MACRO  FAILURE.  THE  FILE, 
VALID  TAELE  ENTRY  SUBFILE  NAME 
BE  FOUND  IN  THE  FDS  DIRECTORY. 

SUEFILE  OR 
COULD  NOT 

266 

INVALID  PEFEPHKCE  - THE  SORT  CEERATOR 
RiFEFENCEU  A FIELD  FROM  A PERIODIC  SET 
HHICH  HAS  NOT  RETRIEVED  HITH  A RETRIEVAL 
STATEMENT. 

* 26  7 

ADVISORY  MESSAGE  - INSOFEICIEN 
BUILD  AN  INCCBE  EFT  FOR 

CCNTINOED  PROCESSING  ATTEMPTED 

T CORE  TO 
THIS  FILE. 

• 

#269 

ALLOCATION  FAIIUFE  - DYNAMIC 

ALLOCATION 

OF  THE  DATA  FILE  HAS  ON  SUCCESS FU L . 

*270  ALICCATICN  FAILOEE  - CYNAHIC  ALLCCATION 

CF  THE  FILE  OB  LIEBARY  FAILED  SINCE  SPACE 
HAS  UNAVAILABLE  IN  THE  TASK  INPUT  OUTPUT 
TAELE  (TIOT). 

»271  ALLOCATION  FAILURE  - THE  SECONDAEY  FILE 

REQUESTED  IS  NOT  AVAILABLE. 

*212  ALLOCATION  FAILURE  - DYNAMIC  ALLCCATION 

FCE  A SECONDARY  FILE  HAS  NOT  SUCCESSFUL. 

#273  ALLOCATION  FAILURE  - DYNAMIC 

CONCATENATION  OF  A FILE  LIBRARY  HAS  NOT 
SUCCESSFUL. 

#274  ALLOCATION  FAILURE  - FILE  LIERARY  IS  NOT 

AVAILABLE  AT  THIS  TIME. 

#27')  INVALID  FILE  RIQCEST  - ALTERNATE  I/C  IS 

REQUIRED  FOR  AIL  FILES  ’’N  A QUERY.  A 
REFERENCE  HAS  BEEN  MADE  FOR  A FILE  THAT 
DCES  NCT  REQUIRE  ALTERNATE  I/O. 
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101 1 


»1  Oi 


1 020 


1021 


1030 


1040 


, a 'i  3 


(■■cti  on 


Cauo^i 


Acti on 


SYSTr;^  FPFOF.  COO  L C N'"'"  LOCATE  THE 
CO.'IPLETR  rF/FTND  STATEnSNT  CN  SYSOTI  "CF  THE 
SECONCAFY  ■'NDEXIVO  rXiC’JTIVE  (IPETXP). 

A recced  w^s  read  frci  SYSUTI  con’-aininq  i 
con*’ i nu  at  ion  indicator;  however,  ancth^^r 
record  wi^h  *■  he  same  read-back  key  could  net  b- 
found. 

Cori*’dCt  system  maintenance  for  further  analysis. 

CHID  will  nELAY  5 S5CE.  ANC  PROCE’^C  WITH  SPACE 
AVA  TLABIE. 

Mo  Space  +:o  allocate  work  area. 

Cnline  CHIP  will  wait  5 seconds  and  try  aqain. 

None . 


NC  FECCRDS  PASSED  THE  LIMITS. 

Cause  - ibo  query  LIMIT  statesent  excluded  all  records. 
NO  PECOPDS  QUALIFIED. 

Cause  - Fo  records  net  the  conditions  of  the  query. 

FESIZE  PAHAFETH?  WAS  EN'"TRED  IMCOFSEC^LY  ON 
THE  EXEC  CAPP.  SIZE  DEFAULTED  TO  10000  EYTES. 


Cause  - Self-explanatory. 

Ac^-ion  - The  correct  format  is: 

PADM^TE^rK'  or  P AFM= 'P  ES  12  E=nK  • 
where  'n'  is  between  1 and 

PEPMANENT  I/O  ERPOP  WHILE  PRCCESSTNG  VCIOME 
CCNTAIMMG  LIERAPY. 

Cause  - Error  detfcted  during  execution  of  the  OETSIN 
macro  . 
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Action 


104  1 


(.  aurjo 


Peruii  job  a fl  contact  customer  engineer  if  error 
is  repeatefl. 

EFOCEES  ELOCK  EXCEEDS  HAX  SIZE.  FIXED  SE?  FOK 
ElOCK  IS  - (1st  56  characters). 

The  processing  block  for  the  specified  record 
exceeded  the  PBSIZE  indicated  on  the  EXEC  card. 
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Action  - 

1042 

CdUS? 

Action  - 

1043 

Cauoo 

Action  - 

1 J44 

C.'IUSO 

Action  - 

1 04 

Cauno 
Ac*-  ion  - 

10  4h 

Causo 

Action  - 

10S0 


or,  if  tht  pbstzE  was  net  specified,  the  block 
exceeded  the  default  size  of  10K  bytes. 

Increase  the  PBSIZF  on  the  FXEC  care.  The 
format  is: 

PAPt='PE=nK'  or  PAPP=' PBSIZE=nK' 
where  'n*  is  between  1 and  9*5. 


PE^niPZD  VOLUME  OR  IIEPARY  NCT  MOUNTED. 

Self- explanat cry. 

Rerun  job  with  complete  operator  instructions. 

LIBRARY  DATA  SET  NCT  FO UN E ON  SPECIFIED 
VCLUMF. 

The  data  set  was  either  scratched,  not  kept, 
or  not  generated,  or  the  wrong  volume  was 
specified  on  the  CD  card. 

Correct  the  JCL  cr  rebuild  the  data  set. 


I/O  EFROR  ON  QD?. 

Self-explana*-ory. 

Rerun  job. 

I/O  EfRCF  CN 
sel  f-  ex  p la nat  cry. 

Ferur.  jcb. 

FUN  TFRHIKATEC  EY  SYSTEM  COEF  nnn. 

Self  - explan  a*-  or  y. 

(MSO.  generated  bj  CTEEPP) 

See  Systea  Maintenance  Ptegtammer. 

PUN  T'PMINAT'P  BY  SYSTEM  CODE 
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Action  - SCCA  was  in  the  process  ot  niodifyirc  th-e 
Key  DicticnaLy  block  of  th^  FILE. 

Some  or  all  of  the  update  may  be  lest. 
Tty  UPDATE  or  CANCEL  commands. 

:/o*"ppD o**sorA  «*■>:  (file)  (lEPniNAi). 

Cause  - I/C  error  on  HOLI  FILE. 

Action  - UPCATF  ALL  was  specified.  One  cr  more 
records  could  not  be  updated.  All 
possible  records  were  updated. 

r/T*  r.ppnp**S0EA  P*F1  (FILS)  (TERMINAL)  (KEY). 

Cause  - I/O  error  enccurtered  during  the  file 
update. 

Action  - All  records  which  could  be  updated,  have 
teen . 

#6.3.1  SODA  ABEND  Codes 

1723  File  has  more  than  50  sets.  Contact  systems 

maintenance  pregrammer  tc  have  set  limit  increased. 
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CH-3 


I 


SBPOP  CODES 


b.u  EDIT  Error  and  Eiagnostic  Hessages 

’^EIT  error  nessages  consist  of  thre®  tjpss:  EDIT 
co:nponen*-  error  messages,  COEDIl  error  messages,  and  Latch 
component  TF  error  messages. 

EDIT  Component  Error  Messages 

The  error  messages  displayed  by  EDIT  are  generally  self- 
explanatory,  and  the  necessary  corrective  action  is  implied. 
Additional  explanation  is  provided  here  following  each 
me  ssa  ge . 


'these  messages  are  written  on  the  Edit  Message  Queue 
imm«‘diately  following  the  commands  they  reference. 

Each  message  is  identified  by  a 4-digit  number,  a 2- 
digit  prefix  followed  by  a 2-digit  sequence  number;  e.g., 

XXYY  where; 

is  the  prefix  digits  identifying  the  EDI'  routine 
wher“  the  message  is  generated 

00  = Structure  Errors 
01-2F  = I n p ut/Modi  f icat  ion  Command 
go-gg  = Output  MCPK  Command 
60-89  = Output  nen-HORK  Command 

Prefix-00  messages  are  a special  categcry  of  errors 
not  pertinent  to  any  one  single  ccmiand.  They 
apply  to  entry  structure  problems  applicable  to  all 
comm  an  ds. 

yy  is  the  sequence  digits  enumerating  the  messages  per 
command. 

01-49  = indicates  the  error  occurred  during  the 
validity  check  of  the  command  statement 

= indicates  the  eitcr  occurred  during  the 
execution  of  a cemmand  function. 


The  error  codes  for  the  commands  are  as  follcws; 


EURO?  CODES 


o514 


05  ■’f) 


0513 


0 520 


0601 


0602 


0604 


0605 


0606 


EXPLANATION  - Coanand  other  than  FORMAT  cr  STGNOFF 
iaocciately  follcwing  INSERT  is  invalid. 

LINS  NLMBER/INDEX  CAN  BE  A HAXIMUH  0?  EIGHT  tIGTTS. 

EXPLANATION  - Self-expla ra tcry . 

KAXirOM  CF  CNE  PARAMETER  ALLOWED  ON  INSERT  COMMAND. 

EXPLANATION  - Self-explanatory. 

INSERT  COMMAND  INVALID  AT  THIS  POINT.  i 

EXPLANATION  - Self-expla  r.a  tcry. 

INVALID  OPERATION.  INDEXING  IS  VALID  CNIY  IF  WORK  J 

FILE  IS  IN  SECOENCE  MODE. 

EXPLANATION  - S € 1 f- e xp la ra ter y . ] 

NO  WORK  FILE.  CHANGE  COMMAND  INVAIID.  , 

EXPLANATION  - WCFK  file  aust  be  established  for  a 
CHANGE  ccamand  against  it  to  be  properly 
interpreted . 

INVALID  LINE  RANGE  SPECIFICATION. 

« 

EXPLANATION’  - Operand  not  recognized  as 
intelligible  line  nuabet,  or  upper  limit 
unrecognized  as  either  valid  nuaecic  or  'END*. 

WORK  PILE  LINE  REFERENCE  CUT  OF  SEQUENCE. 

EXPLANATION  - Ccaaands  referencing  the  WOPK  file 
must  be  entered  in  ascending  seguence. 

NEGATIVE  RANGE  SEECI F IC AT ICN . 

EXPLANATION  - Upper  liait  entered  is  net 
a Ige hr aica 1 ly  greater  than  cr  egual  to  the  lover 
limit. 

INCCF.fLETE  A BGU  H ENT/FU  NCI  ION  OPERAND. 


297 


CH-X 


PPPOP  CODES 


PXPLAhATICK  - CHANGE  requires  the  deliiiter 
preceding,  between,  and  following  the 

a rguaent/f unction  pair. 

0607  EXTPANEOUS  FARABETEBS  ON  CBANGE  COHHAND. 

EXPLANATION  - Self-expla na tcry. 

f0608  NO  ARGUMENTS  BETiEEN  DELIMITERS 

EXFIA^ATTC^  - There  should  be  at  least  one 
character  between  deliiiters,  even  if  it  is  a 
blank.  Consecutive  deliaiters  do  not  quality  for  a 
valid  change. 

0650  nn  RECORDS  CHANGED  FROM  XX  through  YY . 

EXPLANATION  - An  adviscry  message  telling  the 
number  of  lines  (records)  changed  for  the  range  of 
lines  cn  the  CHANGE  coasand. 

0702  UNABLE  TO  SOCCESSEOLLY  CCMFLETB  CHANGE  FLNCTICN. 

EXPIARATICK  - Unrecoverable  processing  error 
occurred  during  executict  cf  CHANGE  command. 

0000  UNPECOGNIZED  OPTION  ON  MCBIFICATICN  DELETE  COMMAND. 

EXPLANATION  - Option  other  than  valid  line  or  line 
range  specification  encountered  on  wcdification 
DELETE  comiand. 

0R01  NCNNUMERIC  LONER  LIMIT  SEECIFICATION. 

EXFIAKATIOk  - lower  limit  entry  not  reccqnized  as 
intelligible  numeric  specification. 

0R02  UNPECOGNIZED  UPPER  LIMIT  SEECIFICATION. 

EXPLANATION  - Upper  limit  specified  is  neither 
valid  numeric  nor  *BND'. 

0H05  INVALID  NEGATIVE  RANGE  SEECIFICATION. 
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TR?U?  CCDES 


0804 


0806 


0900 


0901 


0902 


0903 


090U 


0905 


EXPLANATION  - Lpp^r  linit  specifi'?8  is  :is*- 
algebraically  greater  than  or  equal  to  Icwer  liitit. 

LINE  MIMBEK  SP  ECI E ICAT IC  K IS  OU’^  ASCENDINO 

SEQUENCE  WITH  FPEVIOUS  CC.1EANDS  ENTERED. 

EXPlAt.ATICN  - Comman'is  referencing  the  WCFE  file 
must  te  entered  in  ascending  nuaeric  sequence. 

HODIFICATICN-DELETE  COfIMAND  INVALID  --  NO 

E3TAELISHED  WORK  FILE. 

EXPLANATION  - flodification  CELETE  requires  th^^ 
existence  cf  a WCPK  file. 

UNRECOGNIZED  KEYWORD  PARAflETER  ON  VERIFY  COMMAND. 

EXPLANATION  - Keyword  paraaeter  other  than  FILE, 
VOl,  or  LItEAFY  encountered  cn  cenaand  entry. 

UNRECCGNIZED  NIPS  CCEPONENT  IDENTIFICATION. 

EXPLANATION  - Cede  entered  was  other  than  FS,  EH, 
RASP,  OP,  or  QUIP. 

VERIFY  CCHSAND  TNCCWPLFTE:  NIPS  COMPONENT  REFERENCE 
HISSING. 

EXPLANATION  - NIPS  component  specification  is 
essential  to  VERIFY. 

VERIFY  COMMAND  INCOMPLETE:  FILE  SPECIFICATION 

M TSSING. 

EXPLANATION  - File  name  specified  is  missing  cr 
dees  net  cenfotm  to  OS/360  conventions. 

LIBRARY  OPTION  OMISSION  INVALID  WITH  NO  PREVIOUSLY 
ESTABLISHED  LIBRARY. 

EXPIANATICN  - LIBRARY  option  omission  implies 
previously  defined  library  and  requires  same. 

VALID  OMISSION  INVALID  WITH  UNCATALOGED  FILE. 
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0906 


0906 


0^09 


0910 


0 91  U 


0Q1  5 


100“' 


1009 


SXPlAKATIC^  - VEFIPY  requires  either  a catalcqed 
file  ct  a VALID  spec  if icat ic c, 

INVALIC  LIEPABY  NAH5  SPECIFICATION. 

EXFIANA7ICI  - Naae  specified  in  the  LIBRARY  cption 
dees  ret  cenfet*  to  OS/360  cenventions. 

INVALID  ATTEflPT  TO  PEFEBEKCE  SECOND  LIPRAFY  FET 
EDIT  PASS. 

EXPLANATION  - EDIT  restricts  library  references  to 
one  library  per  EDIT  pass. 

DUPIICATF  NETWCPC  PABAEFTfFS  ON  VFPIFY  CCEEAhC. 
EXFLAFATION  - Self-explanatory. 

NO  NCRN  FIIE  EXISTS.  VFBIFT  OP*^  ION  IS  INVALID. 

EXPLANATION  - A NOPE  file  iust  exist  te  use  the 
VERIFY  option. 

INVALID  VCIUPS  It  SPECIFICATION. 

EXPLANATION  - Voluie  ide c t if icat i cn  specified  does 
not  cenforn  to  OS/360  contentions. 

SPECIFIED  FILE  IS  NOT  AN  I£A«  DATA  BASF 

EXPLANATION  - The  file  specified  on  the  /VERIFY 
coBimand  is  not  an  ISAS  file. 

NC  FAPAHS  SFECIEIED 

EXPLANATION  - None  of  the  required  parameters  tere 
specified.  As  a minimum,  a data  set  name  lust  be 
specified. 

MOTCALLT  EXCLUSIVE  KEYWORD  XXXXX 

EXPLAFATION  - The  keyword  is  either  specified  tore 
than  cnce  cr  is  logically  inconsistent  with  the 
other  parameters. 
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lOO"* 


1 004 


100S 


1006 


1007 


1 008 


1009 


1010 


1011 


INVALID  SI7E  REQUEST 

EXPlARATICk  - The  SIZE  parameter  must  bf  fcut  or 
less  numeric  -liqits. 

INVALID  UNIT  REQOEST 

EXPLANATION  - The  ONIT  value  is  not  one  of  the 
folloving:  23  14,  231  1,  2301,  2302,  2 30  ;-,  2321  , 

23C5,  cr  333C. 

INVALID  PECEfI  PEQOEST 

EXFlAKATICh  - The  FECPfl  value  must  be  F,  FP  , V,  VB, 
or  U. 

INVALID  LPECL  PEQOEST 

EXPIARATTCF  - The  LRECL  value  must  be  four  cr  less 
numeric  dicits. 

INVALID  BLKSTZS  BEQUEST 

EXPIARATICR  - The  ELKSIZE  value  must  be  tcur  or 
less  numeric  digits. 

INVALID  PPIHARY  ALLOCATION 

explanation  - CYL  must  be  three  or  less  numeric 
digits,  TRK  four  or  less  digits,  and  EIK  five  or 
1 ess . 

INVALID  EXTENT  BEQUEST 

EXFLAFATICN  - The  EXT  value  must  be  three  cr  less 
numeric  digits. 

INVALID  DIRECTORY  BLK  RECUEST 

EXEIANATION  - The  DIB  value  must  be  ore  cr  tvo 
numeric  digits. 

ONLY  ONE  DSN  PERHITTBD 
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1012 


1 013 


1014 


1015 


1016 


1 017 


1 01  b 


101*^ 


EXPLANATION  - The  second  data  set  name  is  prctably 
an  illegal  keyvctd. 

INVALID  DATA  SET  NAME 

EXPLANATION  - The  naee  does  not  natch  tfce  criteria 
for  OS  data  set  naaes.  Teapnane  must  be  eight  or 
less  characters  and  pecnnane  44  or  less. 

NC  LATA  SET  HAKE  SFECIFIEC 

EXPLANATION  - Self-explatatcry.  The  data  set  name 
is  a required  paraaeter  for  either  peraanent  or 
tempcrary  allocation. 

DDPLICATL  DATA  SET  NAME  SPECIFIED 

EXPLANATION  - The  teipnaie  coded  already  exists  oi 
the  peranaae  already  exists  on  the  specified 
volune . 

DESIGNATED  PACK  NOT  MOONTED 

EXPLANATION  - Self-explanatory.  The  pack  xust  be 
mounted. 

I/O  ERROR  ON  PACK,  RESPECIPY 

EXPLANATION  - An  I/O  error  occurred  on  pack  while 
trying  to  allocate  data  set.  Try  again. 

VOL  KEYWORD  REQD  FOR  PERK  DSN 

EXPLANATION  - When  allocating  a permanent  data  set, 
V01=SER=  volid  is  required. 

TEMP  DSN  LIMITED  TO  EIGHT  CHARS  MAX 

EXPLANATION  - £e If-expla ca tcry . 

TEMP  DSN  IS  EDIT  RESERVED  ICBD 
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1 

I 


1 02  0 


EXPI^^flTIC^  - The  tempname  cannot  t€ 
reserved  wcrd.  Those  vctds  are  listed  i 
5.9  of  the  E Manual. 

ILIEGAL  COMINUATICN  LINE 


I 


an  EDIT 
n section 
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ZH18  PAOiE  IS  BEST  QUAim  FRACnCABL^ 
roOM  OOP!  FURNISUHl  XO  ~ 


621  ^ 

6251 

o252 

6253 

6254 

625b 

6551 

6552 

6553 

6554 

6555 


INVALID  TENPNAME  SPECI PI C A II CN . 

EXPLANATION  - lempnane  specified  is  net  valil 
existing  data  set  created  ty  ALLOCATE  cr  HOLD. 

INSLFFICIENI  COPE  AVAILABLE  IC  EXECU'^E  DILEIE. 

EXPLANATION  - Se If-e xpla ra tcr y . 

NEKEEE  = XXX>;>:XXX  NOT  FOUND  CN  DIPECTORI. 

EXPLANATION  - Self -expl an ator y . 

UNCCFHECT AEIE  I/C  FPFOF  CN  DIRECTORY. 

EXPLANATION  - S elf- e xp la ra t cr y . 

UNABLE  TO  OPEN  DATA  SET. 

EXFIANATICN  - Self-explanatory. 

PPFVICUS  PECUEST  FOP  MEM EEF=XXXXXXXX  LIB= 

EXPLANATION  - Meiiber  is  currently  enqueued;  it  must 
be  dequeued  before  deleting. 

UNABLE  TO  OPEN  HEM=XXXXXXXX  LIE= 

EXPIAKATICN  - Self-explanatory. 

UNCOFP.ECTABLE  I/C  ERROR  CN  MEM=XXXXXXXX  LIH  = 

EXPLANATION  - Self-explana tcry. 

INSl’FFICIENT  CORE  AVAILABLE  TO  EXECUTE  LIST  PEP/SAM 
BECUEST. 

EXPLANATION  - Se If-expla ra tcty. 

MEMBEP=XXXXXXXX  NOT  FOUND  CN  LIB 
EXPLANATION  - Self-explanatory. 

UNABIE  TO  CFEN  SAM  DATA  IILE. 
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ERROF  CODES 


IRIS  PACE  IS  BEST  QUAl/IIY  FBA'OTICAnV 
igpa  OOP!  rURlilSHEIi  10130,0  ^ 


bSSb 


ob57 


#665^^ 


6651 


9903 


9904 


9905 


9906 


EXPlA^ATIC^  - Self-explanatory. 

DNCCFPECT AELE  I/C  ERROR  CN  S AH  DATA  FILE. 
EXPLANATION  - Self-explanatory. 

UNABLE  TO  OPEN  VTOC  DATA  SET. 

EXPLAEATIOE  - Self-explanatory. 

LIST  INVALID  PCF  HEH=XXyXXXXX  LIE= 

EXPLANATION  - Requested  leiber  cannot  te  listed. 
Only  nembers  created  ty  TPEEIT,  OTSCOFCE  and 
TEEOPDTE  can  be  listed. 

UNABLE  TO  PROCESS  LIST  RECOBST. 

EXPLANATION  - Error  occurred  during  processing  of 
LIST  command.  Recreate  input  file  and  reissue  LIST 
ccirniand. 

INSUFFICIENT  CORE  TO  INITIATE  EDIT.  RUN  ABCRTBD. 

EXPIANATICK  - If  attempting  to  VER  I’’Y  with  COEDIT, 
the  Supervisor  region  may  be  too  small  to  bring  in 
the  NIPS  component  translator.  If  simply  using 
EDIT,  wait  until  there  ate  fewer  users. 

UNABLE  TO  OPEN  EDCONSL  DATA  SET.  RUN  ABCRTEE. 

EXFlAhATION  - Check  the  EECONSOL  DD  statement  in 
the  TP  procedure  fcr  possible  errors. 

UNABLE  TO  ACCESS  CONSOLE  STATUS  RECORD.  ENTRY  NOT 
PROCESSED. 

EXPIANATICN  - I/O  errors  occurred  attempting  to 
write  to  CSR . 

DD  CARD  FOR  SLIB  DATA  SET  HISSING.  RUN  ABCFTED. 

EXPIAAATICF  - Self-explanatory.  Correct  tte  TP 
procedure. 
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IBIS  PA®  IS  BEST  QUALITY  mCTIC^ 
jjtOU'OOiPY  ITJRNISHEa)  IOI®Q  — 


9907  UNABIE  TO  FCVE  -^lOT  TO  "^ASK  REGION.  PUN  ABOFTED. 

EXPLANATION  - This  shculd  never  happen.  Contact 
your  system  programmer. 


320.1 


fHIS  PA®:  IS  BEST  QUALITY  PHACIISABLg 
H«OM  a)iPX  FURNISHED  TODD, Q — 


» 

r 

h 


5RFOR  CODES 


9908  YCUF  IIBPAFY  IS  NC  LONGER  COUNTED.  ENTRY  NOT 

PRCCFSSED. 

EXPLANATION  - Th€  pack  ccntaining  the  SLIB  data  set 
is  nc  longer  mounted. 

9009  UNABLE  "^0  INITIATE  CCEDIT.  SOURCE  NOT  VEPIIIED. 

EXPLANATION  - TPCOEDIT  IS  NOT  A VALID  PROGRAN  NAME 
IN  the  program  list,  or  it  is  not  on  the  library. 


6.4. 2 COEEIT  Error  Messages 

■^h^*  COEDIT  error  messages  are  written  on  the  Edit 
Message  Queue  if  errors  are  encountered  while  attempting  to 
initialize  ■'■he  EDIT  ervircnment  ter  execution  of  the  NIPS 
batch  component  edit  routines. 

9301  NC  EE  CARE  IN  JCE  STFEAM  FOP  - XXX. 

EXPLANATION  - The  specified  DDNAME  was  net  found  in 
the  TIOT. 

9502  DATA  SET  NCT  FCUKP  CN  VOLUME. 

EXPLANATION  - The  specified  data  set  name  was  not 
found  on  the  vclume  specified. 

9503  UNABLE  TO  MOVE  TTOT  TO  PEGICN. 

EXPLANATION  - The  TICT  could  not  be  moved  tc  this 
task's  region  as  reguited  for  further  processing. 

9504  UNABLE  TO  READ  OR  OPEN  XXXXXXXX  DATA  SET. 

EXPLANATION  - The  specified  data  set  could  not  be 
opened,  or  I/O  errors  were  encountered  while 
reading  or  writing  on  it. 
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, r>^TiT  tn  ??.ACtlCABU« 

IBIS  PA(3E  IS  ^ 


!=:rpcp  codes 


6.4.  ^ Ba*ch  Compcr.ent  IP  Ecrcr  Messages 

The  batch  component  TP  error  messages  are  written  on  the 
Erlit  Message  Cueue  if  errors  are  encountered  during  ftcgram 
execution  in  the  TP  enwircnments  under  COSDIT. 

» "^he  ES,  FM,  PASP  OP  or  ASM  component  name  will  be 
inserted  in  the  error  message  as  appropriate. 

•'>521*  CCMPCNENT  ERCGFAf  PEQUESTEI  NOT  FOUND  TN  JOBLIB. 

EXPLANATION  - One  or  more  routines  necessary  to 
execute  the  component  cannot  be  found  on  the  JOBLIB 
library. 

PEPBANENT  I/O  ERROP  IN  SEARCH  CF  JOBLIE. 

EXPLANATION  - Permanent  1/C  error  was  enccurtered 
while  searching  JOELIE  directory  to  ensure  all 
necessary  routines  are  available  before  component 
e xec ution. 

*9523*  INSUFFICIENT  CCRE  AVIILAELI  FOP  COMPONENT 
EXECUTION. 

EXPLANATION  - Self-explanatory.  Rerun  job. 

•9524*  UNABLE  TO  AllCCATE  DATA  SETS  REQUIRED  FOP  COMPONENT 
TP ANSLATOP  . 

F;xplANATICN  - Temporary  data  sets  necessary  cculd 
not  be  allocated.  In  aost  cases  this  is  due  to 
lack  of  disk  space.  Rerun  job. 

*9525*  PUN  TERMINATED  IN  ?MI  DUE  TO  SEVERE  ERRORS. 

EXPLANATION  - Correct  all  logic  statement  errors 
and  try  again.  If  problem  reoccurs  submit  a DCR 
supplying  all  pertinent  information. 

*9526*  RUN  lEEHIN'ATBD  TN  *’HL  DOE  TO  SEVEFE  EFRCFS. 

EXFIANATICN  - See  message  '525. 
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SRPO:-'  CODES 


THM  OOPTt.  IQ  SB8 


* O P 7 * 


*7S2'» 


• T .3l,* 


♦ 9531  * 


•953.* 


*9534* 


r-'iV  1EF*INA"?C  TN  '"LP  DDE  TC  SEVERE  E^'PCRS. 
EXtlAEATIOE  - Se«^  message  9525. 

P’JM  EtPK  IV  ATED  IN  FMOV  DIE  TO  SEVERE  EPRCP^. 
’^XPLANA’^IOV  - See  message  952  5. 

'JSRECCVPPAfcLE  EFROJ’S  CETICIEC  IN  EDIT  PASS  I. 


''''ELANAIION  - Verificaticn  of  RASP  query  was 
♦crjifiated  during  the  first  syntax  pass.  Correct 
“rrors  found  in  query  and  verify  again. 

NC  RETRIEVAL  S"'A'^EnENTS  ('TITLE',  'IE',  'SORT', 
'SELECT',  'LiniT)  ’’OUND  IN  INPUT  STREA*. 


EXPIAtATICN  - Self-explanatory. 

PUN  TEFf*INATEC  IN  FMTPLIST  CUE  TO  SEVERE  ERHORS. 
EXPIANATICN  - See  message  9525. 

PUN  lEPriKATED  IN  N'’L  OffE  TC  SEVERE  ERRORS 
EXPLANATION  - Se^'  message  9525. 

EXECt'IION  TERMINATED  PY  ABEND  IN  prgname 

phdsename.  AEEND  CODE  EQUALS  nnn  system  cr  user 
TERMINATION. 


EXPLANATION  - An  ’'M  program  has  ABENDed.  The  code 
and  message  indicate  where  the  error  is  located. 
Correct  all  logic  statement  errors.  If  protlem  re- 
occurs submit  a DCR  supplying  all  pertinent 
intc  rmation. 


«9541  ERROR  ENCOUNTERED  IN  ♦ASMCPT  OPTICS  LIST. 

EXPLANATICN  - Either  an  invalid  eptien  was 
encountered  or  the  list  was  not  terminated  by 
a blank.  Correct  the  error  and  rerun. 

‘0542  NC  INPUT  TO  ASSEMBLER. 
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EPPOH  CODHS 


*9541 


• 95U4 


ms  PASS  IS  BSST  QUAl/ln  mctiCABis 
mOM  OOt-Y  rURMISHBC  10  DiDC  


EXPLAIATICN  - Sel f -“xplanatcry.  Verify  tha^ 
iriput  is  cn  the  FCIT  werk  file  and  rerun.  If 
the  problem  recurs,  ccntact  NIES  Technical 
Support  group. 

I/O  2FFCBS  CN  WORK  EA^A  SETS. 

EXPLANATION  - Sel f -e X E la na t c t y . Rerun. 

JCL  PECL'IPED  POP  ASK  FtJNCTICN  MISSING. 

EXPLANATION  - The  JCL  needed  to  verify  ALC 
source  cede  is  net  in  *he  TP  procedure.  TP 
must  be  restarted  using  a procedure  which 
contains  the  required  JCL.  The  JCL 
requirements  are  sot  forth  in  the  NIPS 
Installation  manual,  TP  54-77  . 
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F-ROr  CODES 


IIH18  PAOK  IS  BEST  QUALITY  PRACTICABLE 
COPY  EUBJilSHEe  IOOD,0. 


{.•0106 


<^'0107 


C 1 0 


‘•01  00 


• Olio 


»«01  1 1 


vyxxxxxx  SDE/'I’AB  ErFCF  FOR  FT^^LD  rrcc. 

EXPLANATICS  - Ai;  error  occurre.i  whil® 
processing  ;1ata  through  the  specified  EDIT 
subroutine  or  table. 

NC  I.ti  EA^A  WAS  CP'ATFE  BY  FORMAT  FATA  HN'TF.  Y 
- COM.rONEN'"  WAS  NOT  '‘XECOTED. 

EXPLAFATICN  - Sel f - ex p Ian  at  cry . 

XXXXXXXX  Tu  SERVICE  INTFREACF  EAtltjr;. 

EXPLAMATICV  - Tf*  in’:erface  tc  NTFS  ccmponen* 
failed-  See  systems  programmer. 

AESOLfjlE  IMQ  PE'ERENCIS  ’"OLLOW  rSLAIIVE 
REEL?  ENCES. 

EXPLAFATICN  - A format  chained  to  a format 
using  RELATIVE  IMC  ref'^rence  car  not  use 
AESOLUTE  IMC  reference. 

Ifiy  CAPACITY  EXCEEDED.  XXXXXXXX  WAS  NOT 
EXECUTED. 

EXPLA^ATICN  - The  IMC  space  was  exceeded. 
This  was  caused  by  tcc  many  relative  I Mg 
references.  Increase  the  IMQ  if  the  error 
persists. 

FCPMAT  XXXXXXXX  IS  NOT  IN  H E LTBPAPY. 

EXPLANATION  - The  user  reguest-^d  a format 
which  does  not  exist  cn  the  format  library. 
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:,BROP  CODES 

Section  7 

'JTILI'^y  CO^IPCNJNT 

EPPOP  CODES 


This  sec-,  icn  contains  ♦■he  erici  ccies  tor  ne  aajOL 
utility  functions  provided.  Contained  within  the  sectioii 
are  the  orrcr  cedes  for  TABGEN,  DATA  CONVEPSTON,  IJTEIDIS.'l, 
ani  I’.TOPTQD?  functions. 

7.1  11XX  Series  TAEGEN  Utility  Error  Codes 


1 1 01 


Cause 


1102 


Cause 


1 101 


Ca  use 


♦ ELANK  CARD  EPBCR  • 

A table  value  card  was  processed  with  no 
arguBent  and  function  defined.  Tlat  is, 
a blank  card  was  enccuntered. 

♦ EPEE  f'ORHAT  ERROP;  NCT  TWC  FIEICS  O') 
CAFD  * 

A table  value  card  was  processed  with 
only  one  field  of  data.  Possibly,  there 
Bay  have  beer  nc  separatintj  blank 
character. 

♦ FIXED  FORflAT  EFRCR,  CSE  O'  FIELES  BLANK 


Cnly  on®  data  iten  was  found  in  a table 
value  card  within  the  defined  boundary. 
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X. 

EFKUF  a)  T'FS 


■mis  PAtZE  IS  BEST  ^UALtlY  PBACTlCABLg 
JSm  COPY  PURlilSHED  XOiUJQ  


Ar^icri  - If  1 ti icr,  are  -l<=r.  ir  f'rf , specify  rhe 
iata  r.  ane  an^l  vcliiipe  anc  rerun  rho 

■ i)  h . 

»<=  3 I/O  OCf;t)RP*D  WHIIE  P'lAnifO  FFT  OF 

f A'^AF^’ 

Cause  - Self-exp]anatcry. 

Iha  irfie*y  -lata  set  transfer  is  conpleted 
Lut  ar  I/O  error  cn  the  data  f i 
prevented  the»  calculation  of  statistics. 


A b - V 

>6:2 

t.  INI  XI?  was  unable 

INOFXOAM  da^a  set  ICE 

to  open 

• 

EDN AM^ 

AB  'r  '> 

3t)03 

LiTNDXTFTt  was  unable 
TNDEXTA’'  data  set  OCR 

to  open 

CENAME 

A j'^n; 

3t.04 

LINDXtFP  was  unable  t 
core  storage. 

0 allocate 

dynamic 

A '^'1 

3f,C5 

'write  I/O  error 

INDEXSAM. 

processing 

BDNAME 

A \i  li ' 

360  C 

Fead  I/C  error 

I KD  EX  DAM. 

process  ing 

E^NAME 

A E Ei; ; 

4 6 07 

Unable  tc  open  DDNAME 
DC  B . 

INDEX  9 AM  data  set 

ABFNJ 

360R 

Unable  to  initiate 
pro gra  t. 

Index  Maintenance 

A RFM  1 

360  9 

Read  I/O  error  while 

proce ss  ing 

EE  NAME 

INTFXS  . 

#3o;<y  - NOTE  Refer  tc  para  <4.12  (index  Prccessinq  Messages) 

for  lEYX  Messages. 

7 . ’ <4  Tnde*  flpf  ci  f icat  ions  Utility 


All  error  iressagcs  produced  by  UTNOXSPC  are  descrited  in 
Section  2.5,  Index  Specification  Messages. 

I 


E8ti()E  COD'iS 


7.1fi  DictioiidLy  Maintenance  Utility 

'jin.s  seotic.!!  c:irtain.~i  an  e xj)  la  rati  <:n  ( >. 

[jrod'jcetl  h y the  IITNDXKMD  utility. 


Unless  noted  otherwise,  the  user  actio.i  f.'C  dl«.  •rr->;. 
IS  to  correct  tlie  error  condition  and  to  vesnl't  i*:  r 5 ir'.it 
and  value  stateECrts  for  the  table  in  error.  J i:  the  a'- 
existed  before  the  error  ran,  it  will  not  lia;e  teen  (-.tanj' 
by  the  error  run.  In  addition,  if  the  cause  <f  an  cr  .i 
obvious  from  the  message  text,  no  cause  is  note'.  't>  h 
error  number. 


lUOl 


FIRST  SYSIN  IS  NCT  A 'I  A EL  F 5M' ^ 1 1 t'L  f i 


■lB02 


TAlli  STATEMENT  CONTIM  IJ  ATf '' 'i  f 0 c t 


Cause 


tfiOd 


A table  statement  record  C':;nt(!n=.  ■; 
blank  character  in  ccln .i:i  i j 
followed  by  the  beginnr  nt;  •'!'  t o v.  \ 
table  statement  or  by  a > t ' > c ' ■ - ‘ : 

UNIDENTIFIABLE  KEYWORD. 


Cause 


A table  statement  word  to'. '•  sc  ■■  ly 
equals  symbol  cannot  be  ; 1;"  lied 


5 BO  4 


LUPLICATF  KEYWORD. 


.?Bor> 


INVALID  STA-^EMEHT  EOPMAT 


lause  - A new  table  statement  has  nc-'-  ■ ‘ 

(a  keyword  following  a val  ' ' 

cr  a stopwotd  cr  dictioi  ' • . • 

following  an o*  her  tatle.  st  < 
keyword  is  net  a stopwurd  Oj.  i' 
or  the  stopwotd  or  1 ict  icna  • y ht'O 
dees  net  begin  in  column  1 of  "■  t = ' 

idOt  INVALIC  TABLE  NAEE. 


.ause  - The  name  is  greater  * ^ 

characters;  it  does  net  l.’iir  > •.  t h 
letter,  or  it  ends  with  a 
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